











PUBLIC HEALTH REPORTS 


VOL. XXVII. SEPTEMBER 13, 1912. No. 37. 


THE PLAGUE SITUATION. 
PORTO RICO. 


Two cases of plague were reported in the barrio of La Perla, in the 
municipality of San Juan. September 6. Another case occurred in 
La Perla September 10. The infection in the last case was, however, 
without doubt acquired on September 5, and the three cases had 
their origin in one focus. This makes the total number of plague 
cases reported in Porto Rico to the present time 56. 


Piague-infected rats. 


From the time the trapping of rats was begun in June to August 31 
there had been examined in Porto Rico 11,224 rats. Of this number, 
58 were found to be plague infected. Previous to July 20, there had 
had been examined ca than 3,000 rats, and of this number 53 were 
plague infected. From July 20 to August 31 more than 8,000 rats 
were examined, but of these only 5 were found infected. From this it 
appears that the disease among rats is under control, and that there 
little rodent plague remaining. 

Of the 58 infected rats, 12 were found between June 30 and July 8 
in Carolina, a town 13 miles east of San Juan; 2 were found June 25 
on the steamship Coamo; 14 were found in Santurce between June 23 
and July 27, and 1 during the week August 17 to 24. In Puerta de 
Tierra 20 infected rats were found between June 23 and July 20. 
During the next two weeks none was found. Then during the week 
ended August 10 one was trapped, and during the week ended 
August 17 still another one. This made a total of 22 infected rats 
in Puerta de Tierra: In the’city of San Juan proper there have been 
only 4 infected rats found. Two of these were taken between June 
23 and July 9, and 2 during the week ended July 20. Between July 
20 and August 31 no infected rat was found in the city. In La Perla 
an infected rat was trapped June 24. An infected rat was also found 
at Carretera. The cities of San Juan, Puerta de Tierra, and San- 
turce, and the barrio of La Perla are all within the municipality of 
San Juan. 

The marked diminution in the number of plague-infected rats 
found, in spite of the fact that a greater number of rats are being 
colleeted daily than formerly, shows that rodent plague has bee« me 
less prevalent, and that the infection among rats is much more 
dilute. This is a very satisfactory condition, and shows the ¢ffec- 
tiveness of the measures carried out. Plague is primarily a disease 
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of rodents, and no community can be considered free from the disease 
until it no longer exists among rats. Human cases may not occur 
occur, but as long as the infection is harbored in rodents it constitutes 
a menace to the community. 








CALIFORNIA. 










During the week ended August 24, 1912, 9 plague-infected ground 
squirrels were found in California. Four of these came from Ala- 
meda County and 5 from Contra Costa County. 

The manner in which plague infection persists among the ground 
squirrels in California and the extent to which the disease is found 
among them, considered in connection with the fact that no human 
case of plague has occurred in the State for nearly a year, and only 
a very few cases in four years, causes one to wonder whether similar 
conditions do not exist in the territory surrounding many of the cities 
of the world in which outbreaks of plague have occurred at some time 
during the present pandemic. The history of these outbreaks in 
most places has been that there were but few human cases, and that 
seldom has the disease become as prevalent as occurs in certain 
of the contagious diseases. Usually there have been but few cases. | 
Then the disease has apparently disappeared in some localities to 
reappear again at intervals. In those cities in which an efficient 
health department has undertaken the collection of rats and their 
examination, plague has been found usually among rats. 

In the cases in which rats have been persistently trapped, collected, 
and examined, the disease in time has seemed to disappear. It is 
a question whether in many localities the disease has not extended 
to the rodents in the surrounding rural districts. If this is so, these 
localities have, for the time being at least, become endemic foci of 
plague, and constitute areas from which infection may be spread to 
other localities heretofore uninfected. 
























FOREIGN. 


In certain parts of the Orient plague has shown a marked recru- 
descence during the present summer. In Canton approximately 45 
cases were being reported daily during the month of July. In 
Hongkong there were 1,097 deaths reported from this disease 
between May 1? and July 20. 

The disease remains prevalent throughout India, a condition that 
has existed for some years. In Chile there was an outbreak at 
Iquique, where, from June 26 to July 20, there were 17 reported 
cases with 11 deaths. The disease continues to be reported from 
many South American ports, Egypt, Southern Asia, and occasional 
cases from Asia Minor and Russia. 










CHOLERA. 


Cholera was for several years epidemic in Russia, excepting dur- 
ing the colder months of winter. In 1908, there were 17,000 deaths 
from this disease officially reported; in 1909, 28,000. From May 8, 
1910, to February 4, 1911, there were 216,796 cases, with over 100,000 
recorded deaths. During the year 1910 practically all parts of Russia 
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were invaded, excepting the northernmost Provinces. During the 
summer of 1911, however, the disease subsided very markedly, and 
from the Ist of April to September 13, the time during which the 
prevalence of the disease would be greatest, there were only 2,003 
cases with 1,018 deaths reported. 

Cholera appeared in Italy in August, 1910, in the Provinces of 
Bari and Foggia. The disease spread throughout the southern and 
eastern Provinces and invaded Sicily. It continued until the advent 
of cold weather, and subsided in January, 1911, to reappear in June 
of the same year. From June 8 to September 23, 1911, the period 
of the greatest prevalence of the disease, there were over 14,000 
cases, and the infection had involved by far the greater part of the 
country. The disease finally subsided with the advent of the cold 
weather of winter. During the present year (1912) the disease had 
not recurred until August 14. The cases so far reported have all 
been in the southern part of the island of Sardinia, as noted in last 
week’s issue of the Public Health Reports. 

During the present summer cholera has appeared at numerous 
places in Asiatic Turkey. Among the places so reported are Aleppo, 
Alexandretta, Antioch, Beirut, Tarsus, and Damascus. Throughout 
southern Asia scattered cases have been reported. In Bombay there 
were between May 19 and July 27 over 1,600 cases reported with 
1,200 deaths. Over 500 cases were reported between May 14 and 
July 29 in Saigon, in Indo-China. In Japan cases have occurred in 
Formosa and the Miyako Islands. 


TRACHOMA. 


Trachoma has been found by officers of the United States Public 
Health Service to be prevalent in certain localities in Kentucky and 
on Indian reservations in Minnesota. Trachoma is a disease affecting 
the eyes, is chronic in nature, and mutilating in its course and results, 
frequently producing partial or total blindness. The disease is com- 
mon in parts of Asia and southern Europe, Immigrants suffering 
with this disease are not allowed to enter the United States. Recent 
reports indicate that trachoma is also present in Chile, where it appears 
to be spreading. Many cases have Seon noted in Valparaiso. The 
disease is most prevalent in localities where the hygienic conditions 
are bad and in those sections of cities where there is marked con- 
gestion and overcrowding. The disease has undoubtedly been im- 
ported into Chile by immigrants coming from localities where it is 
endemic. 


INSANITY IN ENGLAND: 


The Sixty-sixth Annual Report of the Commissioners of Lunacy 
for England and Wales shows that on January 1, 1912, there were 
135,661 certified insane persons under treatment in England and 
Wales, which was 2,504 more than on January 1,1911. The increase 
in 1908 was 2,703; in 1909, 1,766; and in 1910, 2,604. The average 


1 Memorandum forwarded by Consul General Griffith, London. 





September 13, 1912 1516 


annual increase for the 10 years ended December 31, 1911, was 
2,495. With the exception of the outdoor pauper insane, in which 
class there was a diminution of 2 per cent, there were increases in all 
groups of insane persons. Out of the total number of certified 
patients, 123,400, or 91 per cent, were paupers. 

The mean ratio for the whole population was 3.41 per thousand. 
London furnished the largest percentage of insane, 5.97 to the thou- 
sand, while the Isles of Scilly had a ratio of only 0.95 per thousand. 

In 1859 there were 36,762 certified insane in England and Wales; 
1869, 53,177; 1879, 69,885; 1889, 84,340; 1899, 105,086; 1909, 128,787; 
and 1912, 135,661. The great increase in insanity is shown in a com- 
parison between 1869 and 1912. In the former year the percentage 
of increase as compared with 1859 was 44.6 per cent, while in 19.2 
the percentage of increase was 269. 

In the report of the commissioners it is stated that the annual 
increase in the total known insane must not be taken as the sole 
factor to be considered in estimating the relative growth of insanity 
in a community. The report further adds that of late years there 
has been no growth in the numbers of insane persons admitted to 
care, and that within the past 10 years the total of these to the total 
under care has fallen from 26.5 to 20.5 per cent. 

Of the total number of persons under care certified as insane on 
January 1, 1912, in England and Wales, 46.5 per cent were males 
and 53.5 per cent females. These figures show that the percentage 
of female insane is higher than the percentage of females to every 100 
persons, the proportion in England and Wales being 48 males to 52 
females. 

In the cases in which an insane heredity was considered the domi- 
nant factor the proportion of the female sex was 59 percent. In the 
cases of families with a definite history of alcoholism the proportion 
of females was 53. Where insanity was produced by hin mental 
stress the proportion was 65 females to 35 males, and where the stress 
producing insanity was prolonged the proportion was 45 males to 55 
females. Intemperance in alcohol is given in the report as the 
sige factor in the attack of insanity in nearly as many instances 
as prolonged mental stress, but where alcoholic intemperance was the 
leading cause of insanity the proportion between the sexes was 
males 68 and females 32, showing that this cause produced insanity 
in more than twice as many males as females. 

The average net weekly cost per individual for the maintenance of 
patients in the county and borough asylums of England and Wales 
for the year ended March 31, 1912, was, respectively, $2.43 and $2.69. 

The criminal insane patients numbered 1,125 on January 1, 1912, 
and consisted of 857 men and 268 women, or 25 more men and 5 
more women than on January 1, 1911, the men having increased in 
the interval by 3 per cent and the women by 1.9 per cent. 





UNITED STATES. 


MUNICIPAL ORDINANCES, RULES, AND REGULATIONS 
PERTAINING TO PUBLIC HYGIENE. 
[Adopted since July 1, 1911.] 
READING, PA. 
PLUMBING, HOUSE DRAINAGE, PRIVIES, AND CESSPOOLS. 


Rute 1. Certificate of license.—It shall not be lawful for any person or persons, firm 
or corporation to carry on or work at the business of plumbing or house drainage in 
the city of Reading until a certificate of license to engage in or work at said business 
has been granted said person or persons by the board of health, nor until they have 
registered as such in the office of the Board of Health of the City of Reading. 

Rute 2. Board of Examiners.—The mayor shall appoint a board of examiners to 
examine all applicants for license under the provisions of these rules. Said board shall 
consist of the superintendent of the board of health or the health officer, one plumbing 
inspector, and two competent plumbers in no way connected with the city government. 

Applications.—All and every person or persons engaged or engaging in the business 
or work of plumbing or house drainage in the city of Reading shall apply in writing 
to the said Cened oi health for a certificate or license; and if after proper examination, 
made by the board of examiners, such person or persons so applying shall be found 
competent, the same shall be certified to the board of health, who shall thereupon 
issue a certificate or license to such person or persons, which shall for the period of 
one calendar year or fractional part thereof next ensuing the date of such examination 
entitle him or them to engage in or work at the business of plumbing and house 
drainage. 

Rules, regulations, etc.—The board of examiners shall make all reasonable rules, 
regulations, and examinations, which shall be approved by the said board of health 

Examinations and fees.—An examination of any one member of a firm or corporation, 
or of the superintendent or foreman therefor, shall be deemed sufficient. Said person 
or persons, firm or corporation, engaged or engaging in the business of plumbing or house 
drainage, shall pay for each examination the sum of $5, and each journeyman or person 
engaged in the work shall pay the sum of 50 cents, which shall be paid into the city 
treasury for the use of the city of Reading. The proper officers of the said city of Read- 
ing are hereby authorized to pay to the plumbers acting on said board of examiners 
the sum of $5 per day for each day or session actually employed. 

Place of business and sign.—Every registered master plumber shall have a bona fide 
place of business in the city of Reading, and shall display on the front of his or their 
place of business a sign, ‘‘ Registered plumber,’’ bearing the name or names of the 
person, firm, or corporation, in letters not less than 3 inches high. 

Registration.—No person other than a registered master plumber shall be allowed 
to carry on or engage in the business; nor shall any person or persons expose a sign of 
plumbing or house drainage, or any advertisement pertaining thereto, unless he or 
they have first secured a license or certificate and have been registered in the oftice 
of the Board of Health of the City of Reading; nor shall any person or persons other 
than a registered master plumber, or person in his or their employ, or under his or 
their supervision, be allowed to alter, repair, or make any connection with any drain, 
soil, or vent pipes, or any pipe connected therewith. 

Notice of change of place of business.—Every registered master plumber, firm, or 
corporation shall give immediate notice of any change in his, their, or its place of 
business, and upon his, their, or its retirement from business shall surrender his, 
their, or its certificate of registry to the board of health. Every person, firm, cor- 
poration, or representative therecf, in registering, shall give the full name or names 
of the person, firm, or officers, names of the corporation, for which he or they shall 
register. 
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Expiration of licenses, etc.—-At the expiration of each calendar year said certificate 
of license shall be null and void. A licensed master or journeyman plumber desiring 
to continue in or work at the business of plumbing and house drainage for the ensuing 
year shall, between the lst and 3lst days of December of each and every year, sur- 
render the said certificate or license for the current year to the said board of health, 
and reregister his, their, or its name or names, and the business or home address, upon 
such form or forms as may, from time to time, be furnished by said board of health. 

Reregistration— Fees—Register.—A reexamination will not be necessary for reregistra- 
tion unless the licensed master or journeyman plumber should fail to make application 
for reregistration at the specified time. The sum of $1 shall be paid by the master 
plumbers, firms, or corporations, and the sum of 25 cents by journeyman plumbers, 
for reregistration, which sum shall be paid into the city treasury for the use of the 
city. A register of all such applicants and the license or certificates issued shall be 
kept in said board of health, which said register shall be open to the inspection of all 
persons interested therein. 

Work in other city.-Any person, firm, or corporation holding a license or certifi- 
cate granted by any first, second, or third class city of this Coramonwealth, to engage 
in or work at the business of plumbing and house drainage, desiring to do plumbing 
and drainage work in the city of Reading, shall, without examination, be registered 
before entering upon such werk: Provided, however, That such registration shall be 
restricted and limited to such plumbing and drainage as he, they, or it shall have con- 
tracted for at the time of registry. On the completion of such contract or contracts, 
the registration of such person, firm, or corporation shall be null and void, and no fur- 
ther permit shall be issued to such person, firm, or corporation until he, they, or it shall 
have first registered his or its name, or their names and addresses, as hereinbefore 
provided. 

Rue 3. Storm sewer connections.—Storm sewer connections shall be conducted 
only under and in accordance with the following rules, regulations, and requirements, 
namely: 

Rue 4. Plans and specifications.—Plans and specifications must be filed before 
any work is henedd g and will be approved or rejected within 24 hours; the plans 
and specifications to be furnished by the board of health. 

Rue 5. House drains must be of extra heavy cast-iron pipe, as per table: 
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Extra heavy cast-iron pipe must be used throughout the building and carried 5 
feet outside the foundation wall, and all pipe arrangement shall be as direct as possible. 
Changes in direction must be made with Y branches, ; or ¢ bends above and below 
ground, and where such pipes pass through a new foundation wall a relieving arch 
shall be built over it, with 2-inch space on either side of main pipe. 

The size of the house drain shall be determined by the area of the whole building 
and paved surfaces to be drained, according to the following table, if iron pipe is 
used. If the pipe is terra cotta, the diameter shall be one size larger for the same 
amount of area drainage: 














Fall Fall 
Diameter. t inch 4 inch 
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Rue 6. The main drain shall not be less than 4 inches in diameter, and it must be 
provided with a horizontal trap, placed immediately inside the cellar wall. The 
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ry must have two clean outs calked in. A back-pressure trap must be placed next 
to horizontal trap. 

Rue 7. House drains must, wherever possible, be given an even grade to the main 
sewer not less than a quarter inch per foot. 

Rute 8. When the main sewer is not located on street, house drains must be con- 
structed on the outside of buildings and branch into each house separately. In no 
case will a sewer be permitted to run from one house to another through cellars. 

Drains outside of buildings —Where the ground is of sufficient solidity for a proper 
foundation, cylindrical terra-cotta pipe of best quality, free from flaws, splits, or cracks, 
perfectly burned and well glazed over the entire inner and outer surfaces, may be used, 
if laid on a smooth bottom, with a special groove cut in the bottom of the trench for 
each hub, in order to give the pipe a solid bearing on its entire length, and the soil well 
rammed on each side of the pipe. The spigot and hub ends shall be connected. The 
space between the hub and pipe must be thoroughly filled with cement mortar, made 
of equal parts of the best American natural cement and bar sand, thoroughly mixed 
dry, and enough water added afterwards to give proper consistency. The mortar must 
be mixed in small quantities and used as soon as made. The joints must be thoroughly 
wiped out and pointed, and all mortar that may be left inside removed and the pipe 
left clean and smooth throughout, for which purpose a swab may be used. It must 
not be laid closer than 5 feet to any exterior wall of a building, nor less than 34 feet 
below the surface of the ground, nor where the sewer passes near a well, nor will it be 
allowed in bad or made ground. 

Rue 9. Yard and area drains.—All yards, areas, and courts must be drained. 
Tenement houses and lodging houses must have the yards, areas, and courts drained 
into storm sewers. The drains, when sewer connected, must have connection of not 
less than 4 inches in diameter. 

Rute 10. Rain-water leaders must not be used as soil, waste, or vent pipes, or 
such pipes be used as a leader. 

All buildings must be provided with proper metallic leaders for conducting water 
from the roofs in such manner as shall protect the walls and foundations of said build- 
ings from injury. In no case shall the water from said leaders be allowed to flow 
upon the sidewalks, but the same shall be conducted by pipe or pipes to the storm 
sewer. If there is no sewer in the street upon which such buildings front, then the 
water from said leaders shall be connected by proper pipe or pipes below the surface 
of the sidewalk to the street gutter. 

Rute 11. Material for inside and outside leaders.—Inside leaders must be constructed 
of cast iron, wrought iron, or steel, with roof connections made gas and water tight 
by means of heavy copper drawn tubing slipped into the pipe. Outside leaders 
may be of sheet metal, but must connect with house drain by means of a cast-iron 
pipe extended vertically 5 feet above grade level where the building is located along 
public driveways or sidewalks. Where the building is located off building line and 
not liable to damage, the connections shall be made with iron pipe extending at least 
| foot above grade level. 

Rute 12. The use of storm sewers.—The storm sewer is constructed for storm sewage 
only; and in no case will any plumbing fixture be allowed to connect with storm sewers. 

Rute 13. Rules regulating house sewerage and drainage.—The construction of plumb- 
ing, house drainage, and cesspools shall be conducted only under and in accordance 
with the following rules, pepulations, and requirements, namely: 

Rue 14. Plans and specifications.— There shall be a separate plan for each building, 
public or private, or any addition thereto or alterations thereof, accompanied by speci- 
fications, showing the location, size, and kind of pipe, traps, closets, and fixtures to be 
used, which plans and specifications shall be filed with the board of health. The plans 
and 2 ar erga shall be furnished by the architect, plumber, or owner, and filed by 
the plumber. All applications for change in plan must be made in writing. 

Rute 15. Filing plans and specifications.— Plumbers, before commencing the con- 
struction of plumbing work in any building in the city of Reading (except in the case 
of repairs, which are here defined to relate to the mending of leaks in soil, vent, or 
waste pipes, faucets, valves and water-supply pipes, and shall not be construed to 
admit of the replacing of any fixtures, sich as water-closets, bathtubs, washstands, 
sinks, etc., or the respective traps for such fixtures), shall submit to the board of 
health plans and specifications, legibly drawn in ink, on blanks to be furnished by the 
board of health. Where two or more buildings are located together and on the same 
street, and the plumbing work is identical in each, one plan will be sufficient for six 
houses. Plans will be approved or rejected within 24 hours after they are received. 

Rue 16. Duties of owners and plumbers in constructing drains, ete.—It shall be the 
duty of every person constructing or owning any drain, soi] pipe, passage, or connection 
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between a sewer and any ground, building, erection, or place of business, and in like 
manner the duty of the owners of all grounds, buildings, erections, and all parties 
interested therein or thereat, to cause and require that such drain, soil pipe, passage, 
or connection shall be adequate for its purpose, and shall at all times allow to pass 
freely all material that enters or should enter the same; and no change of drainage, 
sewerage, or the sewer connections of any house shall be permitted, unless notice 
thereof shall have been given to the board of health, and assent thereto obtained in 
writing. 

Rue 17. Inspection and approval.— Drainage, sewerage, or plumbing work must not 
be covered or concealed in any manner until after it is inspected and approved by the 
board of health. Notice must be given said board, upon blanks to be furnished by 
them, when the work is sufficiently advanced for such inspection, when it shall be the 
duty of the proper officers to inspect the same within three days after the receipt of said 
notice. 

Rute 18. Material of house drains.—The main drain system of every house or build- 
ing shall be separately and independently connected with the street sewer, where such 
sewer exists, except where one building exists or is erected in the rear of another, on an 
interior lot, of single ownership, and no private sewer is available, or can be made for 
the rear building through an adjoining alley, courtyard, or driveway, the house drain 
from the front building may be extended to the rear building, and the whole be consid- 
ered as one house drain. Where it is necessary to construct a private sewer to connect 
with sewer on adjacent street, such plans may be used as may be approved by the board 
of health, but in no case shall joint drainage be laid in cellars, parallel with street oralley. 

House drains or soil pipes laid beneath the floor must be extra heavy cast iron (as per 
table in rule 26), with leaded and calked joints, and carried 5 feet outside the cellar 
wall. All drains or soil pipes connected with the main drain, where it is above the 
cellar floor, shall be of extra heavy cast-iron pipe, with leaded and calked joints, or 
heavy wrought-iron pipe, with screw joints properly secured, and carried 5 feet out- 
side cellar wall, and all arrangement of soil or waste pipes shall be as direct as eapenae 
Wrought-iron pipes shall be galvanized. Changes of direction on pipes shall be made 
with Y branches, both above and below the ground, and where such pipes pass through 
a new foundation wall, a relieving arch shall be built over it, with 2-inch space on 
each side of main pipe. 

Rue 19. Location of main trap.—The house drain must be provided with a hori- 
zontal trap, placed at curb, or, where conditions make it necessary, immediately inside 
the cellar wall. The trap must be joining alley, courtyard, or driveway, the house 
drain from the front building may be extended to the rear building, and the whole be 
considered as one house drain. Where it is necessary to construct a private sewer to 
connect with sewer on adjacent street, such plans may be used as may be approved by 
the board of health. 

Rue 20. Fresh-air inlet.—A fresh-air inlet must be connected with the house 
drain just inside the house trap. Where underground, it must be of extra heavy 
cast iron. Said inlet must lead to the outer air, and finish with an approved auto- 
matic device at curb or at a point approved by the plumbing inspector. The fresh- 
air inlet must be of the same size as the drain up to 4 inches. For 5 and 6 inch drains 
it must not be less than 4 inches in diameter; for 7 and 8 inch drains, not less than 
6 inches in diameter or its equivalent; and for larger drains, not less than 8 inches 
in diameter or its equivalent. 

Rute 21. Laying of house sewers and drains.—House sewers and house drains must. 
where possible, be given an even grade to the main sewer of not less than one-quarter 
inch per foot. 

Rue 22. Location of house sewer.—When main sewer is not located on the street, 
house sewers may be constructed on outside of buildings and branch into each house 
separately, and in no case will a sewer from one house to another be permitted to 
run through cellars. 

Rute 23. Drains outside of buildings —-Where the ground is of sufficient solidity 
for a proper foundation, cylindrical terra-cotta pipe, of the best quality, free from 
flaws, splits, or cracks, perfectly burned and well glazed over the entire inner and 
outer surfaces, may be used if laid on a smooth bottom, with a special groove cut in 
the bottom of the trench for each hub in order to give the pipe a solid bearing in its 
entire length and the soil well rammed on each side of the pipe. The spigot and 
hub ends shall be connected. Space between the pipe and the hub must be thor- 
oughly filled with cement mortar, made of equal parts of the best American natural 
cement and bar sand, thoroughly mixed dry, and enough water afterwards added to 
give proper consistency. The mortar must be mixed in small quantities and used 
as soon as made. The joints must be carefully wiped out and pointed, and all mor- 
tar that may be left inside removed and the pipe left clean and smooth throughout, 
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for which purpose a swab may be used. It must not be laid closer than 5 feet to 
any exterior wall of a building nor less than 3} feet below the surface of the ground 
nor where the sewer passes near a well, nor will it be allowed in bad or made ground 

Rute 24. Material for sewers between buildings—Where a sewer is laid between 
buildings, in a passageway, alley, or courtyard, at a less distance than 5 feet from the 
buildings, it must be constructed of extra heavy cast-iron pipe for a distance corre- 
sponding to the length of the foundation of said buildings. 

Rute 25. Floor drains.—Floor or other drains will only be permitted when it can 
be shown, to the satisfaction of the board of health, that their use is absolutely neces- 
sary, and arrangements made to maintain a permanent water seal in the traps, and be 
provided with check or back-water valves. 

Rute 26. Weight and thickness of cast-iron soil pipe.—aAll cast-iron pipe must be 
sound, free from holes, and of a uniform thickness, known as ‘‘extra heavy” pipe, and 
corresponding fittings will be required. The pipe must be tested to 50 pounds water 


pressure, and marked with the maker’s name. Pipes shall weigh as follows, namely 
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ic tickevins catuvenddbusutneinedhseddhe vakans do.... 17 
Reda desinntnbbte Saat ibis daunterdwberesecrsicnse do.... 20 
PD sindeeeeteatsd6dbe¥ vecbonsesecnbessorescnnwel do.... 27 
i atdbvcisbaes¥scstecenesrabecstevatevesctesetase do.... 334 
ic nstigabinet nas oo veccdscécngetecseuessneesned do.... 45 
wks tcccakepirdedigsbbesscpediesbeeebneees dawn do.... 54 


Rue 27. Subsoil drains.—Subsoil drains must discharge into a sump or receiving 
tank, the contents of which must be lifted and discharged into the drainage system 
above the cellar floor by some approved method. Where directly sewer connected, 
they must be cut off from the rest of the plumbing system by a brass flap valve on the 
inlet to the catch basin, and the trap on the drain from the catch basin must be water 
supplied, as required for cellar drains. 

RULE 28. Use of old house drains and sewers.—Old house drains and sewers may be 
used, in connection with new buildings or new plumbing, only when they are found 
on examination by the board of health to conform in all respects to the requirements 
governing new sewers and drains. Al|l extensions to old house drains must be of extra 
heavy cast-iron pipe. 

Rute 29. Erhaust from steam pipes, etc.—No steam exhaust, blow-off, or drip pips 
shall connect with the sewer or house drain, soil pipe, waste or vent pipe. Such 
pipes must discharge into a tank or condenser, from which suitable outlet to the sewer 
shall be made. Such condensers shall be water-supplied to help condensation and 
protect the sewer, and shall also be supplied with a relief vent to carry off dry steam 

RuLE 30. Diameter of soil pipes.—The smallest diameter of any sewer pipe permitted 
to be used shall be 4-inch. The size of soil pipes must not be less than those set forth 
in the following table: 


Soil and waste 


; Soil pipe : . 
combined oil pipe alone 


Size of pipe. Fixtures. Water-<closets 
Branch. Main. Branch. Main 


Maximum number of fixtures connected to 


See - ; boese : 4s ow 8 lt 
j-inch..... ica See at etal ijukdiieneebeaks / oe OF 192 IV 32 
(inch... jattbtrckuntdvdddvsunhus aden t , 28 S30 4 x 


If the building is 6 and less than 12 stories in height, the diameter shall not be less 
than 5 inches; if more than 12 stories, it shall be 6 inches in diameter. In a building 
§ or more stories in height, with fixtures located below the sixth floor, soil pipe 4 inches 
in diameter will be allowed to extend through the roof, provided the number of fix- 
tures does not exceed the number given in the table. 

All soil pipes must extend at least 2 inches above the highest window and must 
not be reduced in size. Traps will not be permitted on main, vertical, soil, or waste 
line. Each house must have a separate line of soil and vent pipes 
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No soil or waste line shall be constructed on the outside of any building. 


Fixtures with— 
1}-inch traps count as one fixture. 
14-inch traps count as one fixture. 
2-inch traps count as two fixtures. 
24-inch traps count as three fixtures. 
3-inch traps (water-closets) count as four fixtures. 
4-inch traps count as five fixtures. 


Rute 31. Changes in direction.—All sewer, soil, and waste pipe must be as direct 
as possible. Changes in direction must be made with Y or half Y branches, or one- 
eighth bends. Offsets in soil or waste pipes will not be permitted when they can 
be avoided; nor, in any case, unless suitable provision is made to prevent an accumu- 
lation of rust or other obstruction. Offsets shall be made with 45° bends or similar 
fittings. The use of T-Y’s (sanitary T’s) will be permitted on upright lines only. 

Rue 32. Joints for soil and waste pipes.—Joints in cast-iron pipes and soil and 
waste pipes must be so filled with oakum and lead, and hand cated as to make them 
gas-tight. Connections of lead and cast from pipes must be made with brass sleeve or 
ferrule, of the same size as the lead pipe inserted in the hub of the iron pipe, and 
calked with lead. The lead pipe must be attached to the ferrule by wiped joint. 
Joints between lead and wrought-iron pipe must be attached to the nipple by wiped 
joint. All connections of lead waste pipe must be made by means of wiped joints. 

Rue 33. Traps for bath tubs, water-closets, etc—Every sink, bath tub, basin, water- 
closet, slop hopper, or fixture having a waste pipe, must be furnished with a trap, 
which shall be gee as close as practicable to the fixture that it serves, and in no 
case shall they be more than 1 foot from said fixture. Waste pipe from bath tub 
or other fixtures must not be connected with a water-closet trap. 

Rue 34. Size of horizontal and vertical waste-pipe traps and branches: 


Horizontal and vertical: 


1} inches.........................number of small fixtures. . ] 
EE ste ciated. oo 1dcnges scnied eau atemate eee oe 2 
ERS Sa ee Ce re | 
24 inches..... es Be woe re eee ree ee mere do.... 920 
eS Te “aa 


If building is 10 or more stories in height, the vertical waste pipe shall not be less 
than 3 inches in diameter. The use of wrought-iron pipe for waste pipe, 2 inches or 
less in diameter, is prohibited. 

The size of traps and waste branches for a given fixture shall be as follows: 


Size in inches. 


Kind of fixtures. — 
Trap. Branch, 


Water-closet . 

Slop sink with tr: ip combined 

aw A sink, ordinary. ar 

Pedestal urinal. . .. = aaah uals sais woretetacsied 

Floor drain or wash. 

Yard drain or catch basin 

Urinal trough. ... 

Laundry trays (2 or 5). . ‘ aot , honaell ; 
Combination sink and tra (for each fixture) . EEE Ee eae ee 
Kitchen sinks (small) for SESS ee Ss bad dabicnees 

Kitchen sinks (large), hotels, restaurants. grease a 

Pantry sinks. ... axes’ en She BOS Ge SES ER ee 

Wash basin, one only... 

Bath tubs, 4 by 10 inches, drum dod Se ; ; ; i 
Shower baths... . bt ‘ . wlaees rates 1} 
Shower baths (floor)... . yiie ; ; wean : 2 
Sitz baths. . wii = odes neidaadsane ee 14 
Drinking fountains. . .. wer ak ee ER iokicaigh 1} 


BD I de oe CD 


eae 


et et RD et et et et BS et BBD DS de he GO SO oe 
a 


Ce ee 


Rue 35. Overflow pipes.—Overflow pipes from fixtures must, in all cases, be con- 
nected on the inlet side of tra 

Rute 36. Sediment pipes.—Sediment pipes from kitchen boilers must not be con- 
nected on the outlet side of traps. 

Rute 37. Setting of and sizes of traps.—All traps must be well supported and set 
true with respect to their water levels. 
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The sizes for traps must not be less than those given in the following: 


Traps for: 


Water-closets.........................-.--.-inches in diameter. . 4 
ho? hedvnahe 76 sdaeksssaipaeenemhaedewind do.... 14-3 
is anidck au shdenea keke nde ead kako cen snes 14 
Thode uci cck cewasdaaweiaceksawalinmnate ceane do 2 
ES ici ciens aria irik ek Ca ae Oe Rawk aaa do 14 
RRS SE EE SRI OF Sp eae do. 14 


All bath tubs shall be suppled with drum trap, not less than 3 inches in diameter, 
with 3-inch trap screws on floor line. In case where an additional fixture is required 
in a building, and it is impossible to get revent pipe for the trap, the board of health 
shall designate the kind of trap to be used. This shall not be construed to allow traps 
without revents in new buildings. Under no conditions will an antisiphon trap be 
allowed if the combined horizontal and vertical run is over 30 feet. An antisiphon 
trap can not be used above first floor unless the waste enters soil pipe on same floor 
that fixture is located. 

Rue 38. Safe and refrigerator waste pipes.—Safe waste pipes must not connect 
directly with any part of the plumbing system. Safe waste pipes must discharge 
over an open, water-supplied, publicly placed, ordinarily used sink, placed not more 
than 34 feet above the cellar floor. The safe waste from a refrigerator must be trapped 
at the bottom of the line only, and must not discharge upon the ground floor, but over 
an ordinary portable pan, or some properly trapped, water-supplied sink, as above 
In no case shall the refrigerator waste pipe discharge over a sink located in a room 
used for living purposes. 

The branches on vertical lines must be made by Y fittings, and carried to the safe 
with as much pitch as possible. Where there is an offset on a refrigerator waste pipe 
in cellar there must be clean outs to control the horizontal part of the pipe 

In tenement and lodging houses the refrigerator waste pipes must extend above 
the roof, and not be larger than 14 inches, nor the branches less than l} inches. Refrig- 
erator waste pipes, except in tenement houses, and all safe waste pipes must have 
brass flap valves at their lower ends. Lead safes must be graded and neatly turned 
over beveled strips at their edges. 

Rute 39. Material for vent pipes.—All vent pipes must either be of lead, brass, 
enameled iron or galvanized iron pipe 

Rute 40. Venittlation of traps and soil lines.—Traps shall be protected from 
siphonage or air pressure by special vent pipes, of a size not less than the following 
tables: 


Number of traps 


Maximum vented. 
developed 
Size of pipe. length in 
feet M 
: Main 
mains, Branch. vert 
ERE ee er pee ate — ~aesnennens on ml l 
EE hon ideicckicuhedn ahah stncinadsses ee tabceestieeie ; “ 10 12 
DA dil ccnua de uhebipledibinrnen cadsedsiabbnodeinke beat vee 05 110 20 
I iin hee acer ole giana Gerais namie Liskkcanehicineeiescceied 100 120 1 40 
a ee ie a ; ce ae He (*) 10 106 
! Or less. 2 10 or more stories. 


The branch vent pipes shall not be less than the following sizes: 


ON rice Unds dn descnnc chwowsades inches in diameter... 14 
SE cccncendshentdncensteldecbeees ses do 14 
PO  ietnsckedischodncdvecesaceéssseasedseses do 2 
Re PNR sins whe beketsesccudeds One-half their diameter. 


Where 2 or more water-closets are placed side by side on a horizontal branch, the 
branch line shall have a relief extended as a loop vent. A pipe 2 inches in diameter 
will be sufficient as a loop vent for 2 closets. A pipe 3 inches in diameter shall be 
used as a relief for 3 or 4 closets; and where more than 4 closets are located on the same 
branch, the relief shall not be less than 4 inches in diameter. All house drains and 
soil lines on which a water-closet is located must have a 4-inch main vent line. Where 
an additional closet is located in the cellar or basement, and within 10 feet of main 
soil or vent line, a 2-inch relief vent will be required for said closet; but where it is 
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more than 10 and less than 20 feet, a 3-inch vent line will be required. Where it is 
over 20 feet, a 4-inch vent line will be required. Relief vent pipes for water-closets 
must not be less than 2 inches in diameter for a length of 40 feet and not less than 3 
inches in diameter for more than 40 feet. 

No revent from traps under bell traps will be required. Any building having a 
sewer connection with a public or private sewer used for bell-trap connections or floor 
drainage only, a 2-inch relief line must be extended to the roof of building from rear 
end of main drain. 

A floor trap for a shower shall be vented, unless located in cellar or ground floor, 
the paving of which renders the trap inaccessible. If the number of these fixtures 
on a branch is 2 or more, the waste line shall be extended as a loop vent instead of 
back venting the separate traps; and when located in basement floor, they shall be 
provided with a removable strainer or clean-out. 

Back vent pipes, from traps above the floor, must either be connected with crown 
of trap with ground-in brass coupling, or, if connected solidly to trap, must have a 
ground-in brass coupling at wall. 

Rute 41. Horizontal vent pipes.—Where rows of fixtures are placed in a line, fittings 
of not less than 45° to the horizontal must be used on vent lines to prevent filling with 
rust or condensation; except on brick or tile walls, where it is necessary to channel 
same for pipes, 90° fittings will be allowed. Trapped vent pipes are strictly pro- 
hibited. No vent pipe from house side of any trap shall connect with ventilation 
pipe or with sewer, soil, or waste pipe. 

‘ent pipes from several traps may be connected together, or may be carried into 
the main vent line above the highest fixture. Where one vertical vent line connects 
with another, a Y fitting must be used. Branch vent pipes must be connected as 
hear to crown of trap as possible. 

Ru_LeE 42. Offsets on vent lines.—All offsets on vent lines must be made at an angle 
of not less than 45° to the horizontal, and all lines must be connected at the bottom 
with a soil or waste pipe, or the drain, in such manner as to prevent the accumulation 
of rust, scale, or condensation. 

Rue 43. Connections for closet vents.—-Rubber connections for back vents will 
not be permitted. 

Rute 44. Ventilators prohibited.—No brick, sheet metal, or earthenware flue, or 
chimney flue, shall be used as a sewer ventilator or to ventilate any trap, drain, soil, 
or waste pipe. 

Rute 45. Soldering nipples.—Soldering nipples must be extra heavy brass, or brass 
pipe, iron pipe size. 

ULE 46. Brass clean-outs.—Brass screw caps for clean-outs must be extra heavy, 
not less than one-eighth of an inch thick. The screw cap must have a solid, square 
nut, not less than 1 inch high. The body of cleanrout ferrule must at least equal in 
weight and thickness the calking ferrule for the same size pipe. 

Rue 47. Diameter and weight of ferrules.—Brass ferrules must be of best quality, 
bell-shaped, extra heavy cast brass, not less than 4 inches long, and 2} inches, 34 inches, 
and 44 inches in diameter and not less than the following weights: Diameter 2} 
inches, weight 1 pound; diameter 34 inches, weight 1 pound 12 ounces; diameter 
44 inches, weight 2 pounds 8 ounces. 

Rue 48. Setting of fixtures.—The closet and all other fixtures must be set open, 
and free from all inclosing wood or other work. Where water-closets will not support 
rim seat, the seat must be supported on galvanized-iron legs, and a drip tray must be 
used, which tray must be porcelain, enameled on both sides, and secured in place. 
In tenement houses and lodging houses sinks must be entirely open, set on iron legs 
or brackets, without any inclosing wood or other work. 

Rute 49. Closets prohibited—Pan, plunger, or hopper closets will not be permitted 
in any building. No range closet, either wet or a. nor an evaporating system of 
closets, shall be constructed or allowed inside of any building. 

A separate building constructed especially for the purpose must be provided, in which 
such range closets shall be set. 

Rue 50. Water-closet connections with soil pipes.—All earthenware traps must have 
heavy brass floor plates, soldered to the lead bends and bolted to the trap flange, and 
the joint made permanently secure and gas-tight by means of grafting wax or other 
approved substance. 

Rute 51. Water-closets, where located.—Water-closets must not be located in sleeping 
apartments, nor in any room or compartment which has not direct communication 
with external air, by window of at least 4 square feet, or approved air shaft. 

Rue 52. Water-closets, how supplied ——No water-closets, except flush meters, 
volumeters, or similar devices, shall be supplied directly from the supply pipes. 

Rue 53. All water-closets must have flushing rim bowls. 
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Rute 54. Water-closets to be supplied from flushing tanks.—Water-closets within 
buildings shall be supplied with water from special tanks or cisterns, which shall hold 
not less than 6 gallons, when full to the level of the overflow pipe, for each closet 
— excepting automatic or syphon tanks, which shall hold not less than 5 
gallons for each closet supplied. A group of closets must not be flushed from the 
same tank, excepting flush meters, volumeters, or similar devices. The water in 
said tanks must not be used for any other purpose. 

Rue 55. Water-closets for tenement houses.—In no case will the water-closet system 
of tenement or lodging houses be permitted in cellars, basements, or under sidewalks, 

Rue 56. Number of closets required.—In all sewer-connected, occupied buildings, 
there must be at least one water-closet, and there must be additional closets so as 
there will never be more than 15 persons per closet. In lodging houses, where there 
are more than 15 persons on any floor, there must be an additional water-closet on 
that floor for every 15 additional persons or fraction thereof. 

Rue 57. Water-closet apartments.—In tenement houses, lodging houses, factories, 
workshops, and all public buildings the entire water-closet apartments and side 
walls to a height of 16 inches from the floor, except at the door, must be made water- 
proof with asphalt, cement, tile, or other waterproof material. as approved by the 
board of health. In tenement houses and lodging houses the water-closets and urinal 
apartments must have a window or windows opening into the outer air, of sufficient 
size, all of which shall be shown on plans, and shall be subject to the approval of the 
board of health, except that tenement or lodging houses three stories or less in 
height may have such window opening on a ventilating shaft, not less than ten square 
feet in area. In all buildings the outer partition of such apartments must extend 
to the ceiling or be independently ceiled over, and these partitions must be air-tight, 
The outside partitions must include a window opening to outer air on the lot whereon 
the building is situated, or some other approved means of ventilation must be pro- 
vided. When necessary to properly light such apartments, the upper part of the par- 
titions must be of glass. The interior partitions of such apartments must be dwarf 
partitions. 

Rute 58. Construction of urinals.—All urinals must be constructed of materials 
impervious to moisture and that will not corrode under the action of urine. The 
floor and walls of urinal apartments must be lined with similar nonabsorbent and 
noncorrosive material. 

Rute 59. Urinal platforms.—The platforms or treads of urinal stalls must not be 
connected independantiy to the plumbing system, nor can they be connected to 
any safe waste pipe. 

Rute 60. Iron trough water-closets and trough urinals must be porcelain, enameled 
or galvanized cast iron. 

Rute 61. All water-closets and other fixtures must be provided with a sufficient 
supply of water for flushing to keep them in the proper and cleanly condition. 

Bese 62. Flush pipes.—Water-closet flush pipes must not be less than 14 inches, 
and urinal flush pipes one-half inch in diameter. 

Rute 63. Lining for closets and urinal cisterns.—The copper lining of water-closets 
and urinal systems must not be lighter than 12-ounce copper, and must be stamped 
on lining with maker’s name. Where lead is used for lining, it must not weigh leas 
than 4 pounds to the square foot. All other materials are prohibited. 

Rute 64. Fixtures prohibited —Wooden wash trays, sinks, or bathtubs are prohibited 
inside of buildings. Such fixtures must be constructed of nonabsorbent material 
Cement or artificial stone tubs will not be permitted, unless approved by the board of 
health. 

Rute 65. Yard water-closets.—Water-closets, when located in yard, must be so 
arranged as to be conveniently and adequately flushed, and the water supply pipes 
and traps protected from freezing, by being placed in a hopper pit, at least 4 feet below 
the surface of the ground, the walls of which pit shall be constructed of hard-burned 
brick, or stone, laid in cement mortar, or of concrete. The walls for pit, where 1 closet 
is installed, may be 4 inches in thickness; or salt-glazed sewer pipe, 36 inches in 
diameter, may be used. Where pit is for more than | closet, the wall shall be 9 inches 
in thickness. The soil pipe and traps used inside pit must be extra heavy cast iron, 
and the trap to have handhole for clean-out purposes, with clean-out calked in, 
If the closet is located in the rear of a soil or vent pipe, the drain on which it is located 
shall be vented with a 4-inch pipe, carried above roof of closet, away from any opening 
or window. All outside closets shall be of the tank pattern. The water to be supplied 
to tank through an automatic seat-action valve. The waste from valve may be per- 
mitted to discharge into house drain on the house side of trap. The inclosure of yard 
water-closet shall be ventilated by slatted openings and there shall be a trapdoor of 
sufficient size to permit of convenient access to the hopper pit; or tank may be placed 
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in house, operated with chain and pulley through wall. Pitless closet may be used, in 
which case clean-out must be brought out above closet floor. 

RuLE 66. Cesspools and privy vaults.—No privy vault, or cesspool for sewage, shall 
hereafter be constructed in any part of the city, where a sewer is at all accessible, 
which shall be determined by the board of health; nor shall it be lawful to continue a 
privy vault or cesspool on any lot, piece, or parcel of ground abutting on or contiguous 
to any public sewer, within the city limits. The board of health shall have the power 
to issue notice, giving at least three months’ time, to discontinue the use of any cess- 
pool and have it cleaned and filled up. No connection for any cesspool or privy 
vault shall be made with any sewer; nor shall any water-closet or house drain empty 
into a cesspool or privy vault. 

Rue 67. In districts where no sewer erists.—In rural districts, or districts where no 
sewer exists, privy vaults shall not be located within 2 feet of party or street line, 
nor within 20 feet from any building. Before any privy vault shall be constructed, 
application for permission therefor shall be made to the board of health; and such 
privy vault shall have 9-inch walls, constructed of hard-burned brick, or stone, laid 
in cement mortar, or of concrete, with bottom and sides cemented so as to be water- 
tight; size to be not less than 4 feet in diameter and 6 feet deep. 

Rute 68. Material and workmanship.—All material used in the work of plumbing 
and drainage must be of good quality and free from defects. The work must be 
executed in a thorough and workmanlike manner. 

Rute 69. No person allow name to be used.—No person, firm, or corporation, carrying 
on the business of plumbing and house drainage, shall allow his or her name to be used 
by any person, directly or indirectly, either to obtain a permit or permits or to do any 
work under his or their license. 

Rute 70. Terms used.—The term ‘private sewer”’ is applied to main sewers that 
are not constructed by and under the supervision of the department of public works. 

The term ‘‘ house sewer”’ is applied to that part of the main drain or sewer extending 
from a point 5 feet outside of the outer wall of a building, vault, or area to its connec- 
tion with public sewer, private sewer, or cesspool. 

The term ‘‘house drain” is applied to that part of the main horizontal drain and its 
branches inside the walls of the building, vault, or area, and extending to and con- 
necting with the house sewer. 

The term ‘soil pipe”’ is applied to any vertical line of pipe extending through the 
roof, receiving the discharge of one or more water-closets with or without other fixtures. 

The term ‘“‘ waste pipe”’ is applied to any pipe extending through roof, receiving the 
discharge from any fixture, except water-closets. 

The term ‘“‘vent pipe”’ is applied to any special pipe provided to ventilate the sys- 
tem of piping, and to prevent trap svphonage and task pressure. 

Rue 71. Changes to be made.—Whenever it shall come to the knowledge of the 
board of health, or compalint in writing shall be made by any citizen, that the plumb- 
ing or drainage in any building has become a nuisance, or is contrary to the provisions 
and requirements of these rules, or the ordinances of the city, or is of faulty construc- 
tion, and liable to breed disease or endanger the health of the occupants, or upon the 
request of any owner or occupant of any building fitted with plumbing or ee 
prior to the passage of these rules, then the board of health shall direct the proper officer 
to examine the plumbing or drainage in any such building, and the said officer shall 
make a drawing of the plan of said plumbing, drainage, and sewer and ventilating 
shaft connections. He shall report his findings in writing to the board of health and 
suggest such changes as are necessary to make the same conform to the rules governing 
such matters. 

The board of health shall thereupon notify the owner or agent of any such building 
of the changes which are necessary to be made in said plumbing or drainage. Said 
changes shall be made within the time fixed by the bx ot of health; and upon refusal 
or neglect to obey such orders, the board of health shall institute legal proceedings to 
have such changes made and said nuisance abated, by action before a justice of the 
peace or court of record, in which said action the owner or agent of said building may 
show in defense that the plumbing or drainage was not a nuisance, or was not of faulty 
construction or out of repair, and, in case of a building constructed subsequent to the 
passage of these rules, said plumbing or drainage was not contrary to the provisions 
and requirements of these rules or the ordinances of the city. 

Rue 72. First inspection.—When drain, soil, waste, vent, and other pipes in the 
building connected or to be connected with the sewer have been placed in position, 
a preliminary water or air test of the same shall be applied, in the presence of an officer 
of the board of health. 

Rute 73. Final test.—When the work has been completed, a final notice shall be 
filed with the board of health, when a final air or peppermint test shall be made, in 
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presence of said officer; when, if found satisfactory, a certificate of approval of the 
work will be issued; but no such plumbing or drainage work or system shall be used 
until said test has been made and certificate issued. 

Rute 74. Inspection.—When work is ready for inspection, the plumbing contractor 
shall make such arrangements as will enable the proper officer to reach all parts of the 
building easily and readily, and also have present the proper apparatus and appliances 
for making said tests, and furnish such assistance as may be necessary to a proper 
application of the same. 

ULE 75. In case of disputes.—In case of any dispute or difference of opinion 
existing between the board of health and any person, firm, or corporation as aforesaid 
regarding the construction of plumbing, house drainage, or cesspools, the same shall 
be submitted by either party to the presiding officer of the “oan of health, who shall 
pass upon the same, and whose findings therein, after hearing, shall be final and con- 
clusive upon all parties. 

Rue 76. Violations and fines.—Any person or persons who shall fail to comply 
with any of the provisions of these rules, regarding the procuring of a license or certifi- 
cate to engage in or work at the business of plumbing or house drainage, shall be liable 
to a fine of not less than $10, nor exceeding $50, for each and every day he or they shall 
engage in or work at said business, without first having obtained said certificate or 
license; and any person or persons who shall violate any of the rules, regulations, or 
requirements set forth in these rules, regarding the construction, reconstruction, or 
testing of plumbing, house drainage, or cesspools, shall be liable for every such offense, 
to a fine of not less than $10, nor more than $50. 

All fines and penalties imposed by these rules shall be recoverable by summary 

roceedings before any alderman of the city of Reading, and all suits or actions at law 
instituted for the recovery thereof shall be in the name and for the use of the city of 
Reading, and upon recovery thereof, all such fines and penalties shall be paid to the 
city treasurer thereof. In default of the payment of any fine or penalty imposed by 
any alderman, under the provisions of these rules, the person or persons so offending 
may be committed to the jail, workhouse, or other penal institution for a period not 
exceeding 30 days. 

Rute 77. All rules and regulations previously adopted and inconsistent with the 
foregoing rules are hereby repealed. 

[Ordinance, board of health, adopted June 12, 1911.] 
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RECORD OF PLAGUE INFECTION. 


Total number of 


Date of last case | “rodents found 


Date of last case Date of last case 


"laces, | 0 squi A “ 
Pia | “shee of rat plague. aon = sin e 
y, 1907. 
- a . Sr 
California: 
Cities | 
San Francisco. ......... | Jan. 30, 1908... .. Oct. 23, 1908. .... Pe eee 398 rats. 
RSE Aug. 9,1911...... es ae eee ee 126 rats. 
Ss stain ack eens rf < i} sees ~~ sereeee! bee i cenciwed None. 
BE be cvcvccases gg. 3 4 ee ee Aug. 21, 1908....| 1 squirrel. 
Counties— | 
Alameda (exclusive of | Sept. 26, 1909.... Wood rat, Oct. Aug. 19, 1912....| 256 squirrels and 
Oakland and Berke- | 17, 1909. 1 wood rat. 
ley). 
Cc ‘ontra C Me cwhaveawes | July 21, 1911..... Nome............| Aug. 21, 1912....| 1,114 squirrels. 
PD Sadsccsenccdones UM oa chanccisawud eee ..| Oct. 27, 1911.....| 1 squirrel. 
Eb shed stnescerestabec nas ¢o s hembiahieaahetin ich PS July 13, 1911..... 5 squirrels. 
eee ee ee ee aE Aug. 6, 1911..... 6 squirrels. 
OS) OS aa june SS ee ee ISR? | June 8, 1911..... 22 squirrels. 
San Joaquin........... Sept. 18, 1911....|..... _ eee Aug. 26, 1911....| 18 squirrels. 
San Luis Obispo. ...... ERS FRI eee | Jan. 29, 1910..... 1 squirrel. 
Santa Clara............ Aug. 23, 1910....'..... Se Oct. 5, 1910...... 23 squirrels. 
eee | errr oe ee ee May 17, 1910..... 3 squirrels. 
RL ck sc onssewnwtnnaed | RISERS PMC iwraseeens June 2, 1911..... 13 squirrels. 
Louisiana: 
City— 
"Now Orleans...........|.0+-. ee oooo| Sly 27, 2092..... eR tncwccesxe 1 rat. 
W ashington: 
City— ° 
Nh Ades v0ener ene Oct. 30, 1907.....| Sept. 21, 1911..../..... ee 25 rats. 





PLAGUE-INFECTED SQUIRRELS, CALIFORNIA. 


During the week ended August 24, ae diagnosis was 


made of 9 plague-infected ground squirrels 


ound in Alameda and 


Contra Costa Counties, as follows: Alameda County—<August 8, | 


squirrel ; 
squirrel. 
1 squirrel; 


August 9, 1 squirrel; August 12, 1 squirrel; August 19, 
Contra Costa County—August 17, 3 squirrels; August 19, 
August 21, 1 squirrel. 


RATS COLLECTED AND EXAMINED FOR PLAGUE INFECTION. 





California: 
Cities 


Berkeley 
Oakland 
San Francisco 


Washington 
Seattle 


1 Identified: 
2 Identified: 
3 Identified: 





, , rook Found Total Exam- Found 
Places. Weekended— ‘dead. collected. ined. | infected 
Aug. 24,1912 176 119 
do... 7 580 460 
ee 6 $1,615 1, 294 
ae 945 S73 


Mus norvegicus, 120; Mus musculus, 56. 
Mus norvegicus, 485; Mus rattus, 1; Mus musculus, 94. 
Mus norvegicus, 901; Mus alexandrinus, 166; Mus rattus, 308; Mus musculus, 240 


(1528) 
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SQUIRRELS COLLECTED AND EXAMINED, CALIFORNIA. 


During the week ended August 24, 1912, there were examined for 
lague infection 83 squirrels from Alameda County, 337 from Contra 
Gutta County, 8 from Santa Clara County, and 85 from Stanislaus 
County. Four from Alameda County and 5 from Contra Costa 
County were found infected. 


EXAMINATION OF RATS AT NEW ORLEANS, LA. 


During the week ended September 4, 1912, there were examined 
at New Orleans 369 rats. No plague-infected rat was found. 


CEREBROSPINAL MENINGITIS. 


CASES AND DEATHS REPORTED BY CITY HEALTH AUTHORITIES 
FOR THE WEEK ENDED AUG. 24, 1912. 


City. Cases. | Deaths. City. | Cases. | Deaths. 
a pag peighebeeaiiid an 1 || Manchester, N. H........... 1 1 
Boston, Mass................. 2 tS 68 4 snbeagsoegens (Rae: 
Cincinnati, Ohio.............. 2 GR kk. AS Pee 5 7 
ee 1 Df) Cy Pee ewetsccscccesccen | 3 ee 

PE i eccaccnicencenss | See 
ERYSIPELAS. 


CASES AND DEATHS REPORTED BY CITY HEALTH AUTHORITIES 
FOR THE WEEK ENDED AUG. 24, 1912. 


City. Cases. | Deaths. City. Cases. | Deaths. 
| 
—— — | _ - | — — 
Baltimore, Md.........2....--|...0+----- 1 || New York, N. Y............. 3 2 
Beaver Falls, Pa.............. | ere Philadelphia, ee | ee 
RES FS | De onicntiiivniewiieiadkawin 1 
Cleveland, Ohio............-- | eae | eee eer 1 
New Castile, Pa..............+ BD hasodcsens eS aaa ere 
Ee ee 1 || San Francisco, Cal............ B Eccdewoweda 
| | 
PELLAG RA . 


_ During the week ended August 24, 1912, 1. was iy ne by 
city health authorities as follows: Buffalo, N. Y., 1 case; Nashville, 
Tenn., 1 case; Richmond, Va., 1 death. 


119 
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PNEUMONIA. 


CASES AND DEATHS REPORTED BY CITY HEALTH AUTHORITIES 
FOR THE WEEK ENDED AUG. 24, 1912. 














Cities. Cases. Deaths. Cities. Cases. Deaths. 













































a a aed ka minkiae PRR A, ERS ee Cece 1 
Binghamton, N. Y .........-.. if i aes Oe a ae ee 1 
SEES ES: Renee re 14 || Newburyport, Mass. .........)...c0-.0 2 
Bridgeport, Conn...........-.|-- Ce ae Pt ee ete cuaetinssaoenan’ 3 
SS ee ae eee DP TS a cwcdeccscned 1 1 
ces ckinheegedanusue fe) § Se ere ee 38 
as i i as eatin giad 6 2h. «. * | SSR eee 1 
an na ceweaiibewkaswwens Jk © 3s ae 4 
Cleveland, Ohio.............. 12 6 || Philadelphia, Pa............. 7 18 
ae, JS iae eee ae. _.. } > SP Sere 3 
DT  cncceccenduses l ji 0 C= ee 2 
Mie bo dabentandnan< 1 Bi 0 0 aS ee Sere 2 
RR ees PC ae ee 2 
SRE a julbccascweea 1 || San Francisco, Cal............ | ee 
i Pas eae Ep  S % 2 oe 2 
Nd. ccs inackabaslenninh ance Oe I, ON oan cvncneselccconsscce 1 
Fall River, Mass........ SVE SERRN  eeeee 1 | South Bethlehem, Pa........ ) a 
6 EE “ee th ~~ 9 ]e Sse Clear 3 
EEE Ae ere bs * "ee ar 1 
Kansas City, Kans........... 1 OR Se See 5 
OE TE... ocancancnleveseate’s 2h... 3}. Seer? See 2 
Los Angeles, Cal........cc.<<.- 1 oe ee Bierce ccedvcnchesoossense 1 
| Ee Se ae. 4 eer feo 1 
Mount Vernon, N. Y......... S Stasecen ts Es Be a daeincetecuccalséctechund 2 


POLIOMYELITIS (INFANTILE PARALYSIS). 


CASES AND DEATHS REPORTED BY CITY HEALTH AUTHORITIES FOR 
THE WEEK ENDED AUGUST 24, 1912. 


City. Cases. Deaths. City. Cases. Deaths. 
Baltimore, Md................ 1 RP Se Sere 1 
fe D lensbetaets . 8) eee 1 1 
i Mie 5 ctheknsceesenen< 34 De IE cncccveccecssenes | ere 
Sa eee 6 ar t BE ee 
Cleveland, Ohio............- i Philadelphia, Pa............. ) 
Dayton, Ohio......- eedescena © ktvecsnnmn OS Se 1 en 
TT ccncdekakwencentnakiewbns Be Pes Winn ccccsccccncecs _S Seer 
OO eer Ser Bewtis Mend, Ind. ....sccccces | eae 
Grand Rapids, Mich.......... 2 DF Es Biccnecsacecesexe | 
ae eeansnes | eae ee Springfield, Mass............. yp SE ee 
Los Angeles, Cal.............. 12 2 





BUFFALO, N. Y., AND VICINITY. 


Passed Asst. Surg. Frost reports further in regard to the outbreak 
of poliomyelitis at Buffalo as allows: 

porkis the week ended August 31, there were reported to the com- 
missioner of health of Buffalo 26 cases of poliomyelitis. So far as 
investigated these cases may be classified as follows: Poliomyelitis, 
paralytic, 21; poliomyelitis, abortive, 2; suspected poliomyelitis, 1; 
not poliomyelitis, 2. 

of the above cases, two have been fatal, and one reported the week 
previous has since terminated fatally, making a total of 23 fatalities 
to August 31. 

The decrease of cases reported as compared with the two preceding 
weeks, and more especially the decrease toward the latter end of the 
past week, give some ground for the expectation that the epidemic 
will soon have passed, although no prediction to this effect is war- 
ranted as yet. 
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On August 29 the commissioner of health of the State of New 
York reported the following additional cases in western New York: 


Places. Counties, Cases. 
ts ote Bene ae aawadane ae SE Re AOE NE ee De ees eT i ctvenes 1 
I a is ale acon lik aks eal pln eebad ald era ment ae Sa 1 
edt carisvedend thmkinen eiaubenereae lets ihc dished eaade.ss elaciabas eek sapwioeleielirigh cael re ' 1 
ee as ls ee ene pep eseEeeeneea nih ehenwela ei awagsa ae 2 
aoa lie oe oe a cee ngs saute wa Gianie aRAee Allegany .... 2 
i dddcadunnstreneenwsakcsngecishessebeersseeeendoermbadasdstucte ...... Chautauqua . 1 


Upon request of the State department of health I visited the 
neighboring city of Jamestown, N. Y., on August 31, with Dr. Edward 
Clark, of the State department of health, and investigated an out- 
break of six cases recently reported there. 

The total number of cases reported to the commissioner of health 
of Buffalo, from January 1 to September 7, 1912, is 225. 


Deducting erroneously reported and suspected cases.....................----- 17 
Total confirmed cases of poliomyelitis..-............-- Jumieboties jacehensaie® ee 
Ce i re, Be I Oe I oo 5 no sein occ cose Sc ese ccecvccs . 10 

Total number of definitely paralytic cases........-. aanmmnddivainse a 


Omitting all unconfirmed and merely suspicious cases, the number 
of cases and deaths reported to the commissioner of health is as 
follows: 


Paralytic Abortive 





1912 cases. cases. Total. Deaths. 
3 a peiiedsnwabelieksabeieibaensethl BS ccssnonanans 3 1 
Week ended: 
Dic tides tehenundethbmintkbonensneakeneneeNees De ieissancuae’ | IRepeeee cere 
Dh critic rbeh arin aeneeEirenaaaEbasnaeaen 2 D Ucsechobseanee 
Di ccnadybebanimbesedendeeeiiinmnemnniednad DO li cmebnedenda © lL sensesndast 
it dictwis shake cerkthsadeneans sasatlineenee ee 12 l 
i icnasevn bitpradenirmicknaasabbanennenniaeeel ie tecdussnnenes 26 1 
Didi ti paticcisatiadaeinensndareenesetieaseeeti an) Setacccabeewe 27 7 
Di dctaeneditnibe riba deere ibeibaccw demiebitna | Ae 17 5 
Ada tele isin lacie eran ecnctedhoabis ta rtaacieneal tik etic akties th 32 1 33 4 
i cugtasnaetiandsveduniuanidcasdaiamenkukeie 29 4 33 4 
Dt ith ccdpeniiddleihteeresetadhbasnke hee 20 3 23 2 
Misc inn nacGciunnicancathiehasdiderenkatcsseieuat: 23 2 (2 eee 
bc kvdbcnnckensdensédocnnhésestebaaidotientins 198 10 208 25 


As shown by the above summary, there has been in the last two 
weeks a slight decrease in the number of cases reported as compared 
with the two weeks preceding. The decrease is, however, not suffi- 
cient to indicate with any certainty that the epidemic has passed its 
maximum, but from the decreased mortality it would appear that 
the infection is at present less virulent than during the first three 
weeks of August. 

The weather during August, more especially during the latter half 
of the month, was unusual, the temperature being generally low, and 
the rainfall abundant and so distributed as to keep the streets clean 
and unusually free from dust. 
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. . _ . ? 
Relative to the nymber of cases of poliomyelitis occurring in towns 
adjacent to Buffalo, unofficial reports have been received of cases in 
Corfu and Batavia, and of additional cases in Jamestown and 


Lockport. 


LOS ANGELES, CAL. 


Surg. Brooks, of the United States Public Health Service, on duty 
in Los Angeles, reports as follows regarding the outbreak of polio- 
myelitis (infantile paralysis) at that place: 

Week ended August 31, 1912: 

Record of cases and deaths: Cases, 6; deaths, 2. 

Record by ages: Under 1 year, 1 case; 1 to 2 years, 1 case, 1 death; 
2 to 3, 2 cases; 4 to 5, 1 case; 5 to 10, 1 case; 34 years, 1 death. 

Record by sex: Cases, male 4, female 2; deaths, ro 2. 

During the week there were 2 deaths at the municipal hospital; 
no admissions. 

Soon after its appearance in Los Angeles, cases of poliomyelitis 
were noted at the beach resorts in the vicinity. Later the disease 
was found in neighboring counties, and cases have occurred in River- 
side, Ventura, Merced, Sacramento, San Joaquin, and San Francisco 
Counties. 


TETANUS. 


During the week ended August 24, 1912, tetanus was reported by 
city health authorities as follows: Baltimore, Md., 1 death; Chicago, 
Ill., 1 death; El Paso, Tex., 1 death; New Orleans, La., 3 deaths; 
New York, N. Y., 2 deaths; Philadelphia, Pa., 1 case. 





SMALLPOX IN THE UNITED STATES. 
CITY REPORTS. 


Cases and Deaths Reported by City Health Authorities for the Week Ended 
Aug. 24, 1912 


Cities. Cases. Deaths. Cities. Cases. Deaths. 





Carbondale, Pa... ..<..ccssew- 5 ae New Orleans, La. ee | ee 
a : © teas aca Niagara Falls, N. Y....... | Seen 
k,n 5 i. : 3. | eee 
CS rer 1 6S ae | ere 
mamens City, MO. ....<cccccses BD hocacscesccell MD SIS, BEE cewonccces OF Reckugrasnas ‘. 
eye al eae | eee San Francisco, Cal.......... Sh ee 
Manchester, N. H............. i) Sey: Spokane, Wash........... ; _ 5 REARS Ae 


STATE REPORTS. 


This table is compiled from reports made to the Bureau of the 
United States Public Health Service by the health authorities of cer- 
tain States and shows the number of cases of smallpox notified to the 
authorities in these States. 

The following States report monthly: Arizona, California, Colo- 
rado, Connecticut, Illino’s, Indiana, lowa, Kansas, Maine, Mary- 
land, Massachusetts, Michigan, Mis ae Montana, New Jersey, 
New York, North Carolina, North Dakota, Oklahoma, Ohio, Oregon, 
Pennsylvania, South Dakota, Texas, Utah, Vermont, Virginia, 
Washington, Wisconsin, and Wyoming. 

Florida, Minnesota, and the District of Columbia report by weeks, 
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SMALLPOX IN THE UNITED STATES—Continued. 


Reports Received During Week Ended Sept. 13, 1912. 


Places, Date. Cases. | Deaths. Remarks. 





Colorado: 
Counties— 

Boulder. .... Methetdians BO, DEB csccessss Te 
Diicinakcssesbucnedescindued i enaewewsees Qa 
Nb dinucdvabewensunesnbackeeeeds | ae 

New Jersey: i 
County— 
I vinateieienetane SS ere ER tiksasesas 
South Dakota: a peat nes 
County— 
is csccvesesen fe  Iestancnces 
Oklahoma: ia Vegi 
Counties— 

SO ease | ee © Ruwas 

EE ISS ee | See 

er cdbnnwe malbgacn lene ae | ree 

les cecancncecatccene icdvéwenewen ea 

iittin en checcdccvucstteccenxes | a 

Utah: ee a | 
Counties— 

Oe ree PRG b-Bh.o00000<0 D teceeeiceane 

SE Cees i asic ha ieesencns iE SER eer 

EES Say FS eee | es 

| RS ER APE T a ) aaa 

| Se AS | ae Ses 

EES ae | SAR MERERS | ee 

Se ee | ee | eee 

caine chugs baiguntamiell a | 

isikinndianmnogeadl xbaamtl id kckusceden Sahm 

Wid trcedéhstedsseeksandl Sha deusueeadie _y ere 
ahi eudlicnddentntdeneeudeee ES , 

Vermont: 7 = 
Counties— 

ee SS ee ae 

EE Fr Piicnenneccses D lccwiaaens 
SE is ccuccliccdanwnbaaw erodes (a 
ER (i ee eer ee eee , 99 a : : Spare 


MORBIDITY AND MORTALITY. 


MORBIDITY AND MORTALITY TABLES FOR CERTAIN DISEASES, 
CITIES OF THE UNITED STATES, FOR WEEK ENDED AUG. 24, 1912. 





. . -_ Ty- 
Diph- aclac | Scarlet ruber- , 
Popula- | potqy | theria. Measles. ‘fever. culosis. — 
Umited deaths : 
Cities. States —_ : 
eons ~ . nm v. wn py 4] 
census |causes.| ¥ | vi § ss / ve | 4 § 
1910. S 4 y 4 S - S 4 % 3 
¢ S & = I, 7, yj 
3 = 8 bs J £ e = a b 
Cities having over 500,000 
inhabitants. 
Baltimore, Md............ 558, 485 190 9 ; 7 l 6 j.. 53 18 60 10 
DORON, BEANS. cc ccsccees ‘ 670, 585 215 17 - 27 10 59 20 19 1 
Chicago, Ill........ it : 2, 185, 283 616 72 10 33 3 109 9 133 62 29 2 
Cleveland, Ohio........... 560, 663 em” 35 3 10 |.. 14 | 16 7 3 
New York, N. Y..... 4, 766, 883 1,310 77 | 10 104 8 51 3 327 166 136 19 
Philadelphia, Pa....... 1, 549, 008 395 a2 65 10 342 91 48 46 . 


Oe, Se WED... oonconncccs 687, 029 213; 21/| 1 6 g\..... @|' i) 1 
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MORBIDITY AND MORTALITY—Continued. 


Morbidity and mortality tables for certain diseases, cities of United States, for week ended 
Aug. 24, 1912—Continued. 


Searlet Tuber- 


Diph- 
fever. culosis. 


— Total | theria. 
on, > . 
United es 
States all 


census ae 
1910. causes. 


Measles. 


Cities. 


Deaths. 
Deaths 
Deaths. 


Cities having from 300,000 
to 500,000 inhabitants. 


Buffalo, N. Y 

Cincinnati, Ohio 

Detroit, Mich 

Los Angeles, Cal 
Milwaukee, Wis..........-. 


= 
ac 


~ 
toh DOH AI A160 
me OD DO OO 


Cities having from 200,000 to 
$00,000 inhabitants. 

Jersey City, N. J 

Kansas City, Mo 

Providence, R. I 


Cities having from 100,000 to 
, 200,000 inhabitants. 


Bridgeport, Conn 
Cambridge, Mass. 
Columbus, Ohio 

Dayton, Ohio 

Fall River, Mass 

Grand Rapids, Mich 
i - “Sa 
Nashville, Tenn 


none 
Bos 


OO orc th 
=e x. 


Cities having from 50,000 to 
100,000 inhabitants. 


Bayonne, N. J 
Brockton, Mass 
Camden, N. J 
Duluth, Minn 
Elizabeth, N. J 
Evansville, Ind 
Fort Wayne, Ind 
Harrisburg, Pa 
Hartford, Conn 
Hoboken, N. J 
Johnstown, Pa 
Kansas City, Kans 
Lawrence, Mass 
i aa 
anchester, N. H 
New Bedford, Mass........ 
Reading, Pa 
Saginaw, Mich 
San Antonio, Tex 
Schenectady, N. Y 
South Bend, Ind 
Springfield, Ill 
Springfield, Mass 
Trenton, N. J 
Wilkes-Barre, Pa 
Wilmington, Del 
Yonkers, N. Y 


ore toe co 





Cities having from 25,000 to 
50,000 inhabitants. 

Atlantic City, N. J 

Aurora, Ill 

Berkeley, Cal 





MORBIDITY 


Morbidity and mortality tables, for certain diseases, cities of the United States, for week 
ended August 24, 1912 


Popula- 


tion, 
United 
States 
census 

1910. 


Cities having from 25,000 to 
50,000 inhabitants—Contd. 


Binghamton, N. Y.. 
Brookline, Mass............ 
Chattanooga, Tenn 
GO, BER. « nncccncecess 


Elmira, N. Y 

|, |) aor 
Everett, Mass 

Fitchburg, Mass............ 
Haverhill, Mass 

Knoxville, Tenn 

La Crosse, Wis 

Lancaster, Pa 

Lynchburg, Va 
Montgomery, Ala 


Niagara Falls, N. Y 
Norristown, Pa 


Pittsfield, Mass............ 
Portsmouth, Va 
dc onkneiren 
A i ctccousokes eed 
Rockford, Ill 

Salem, Mass 

South Omaha, Nebr 


Waltham, Mass............ 
Wheeling, W. Va 
Wilmington, N. C 
Zanesville, Ohio 


Cities having less than 25,000 
inhabitants. 


Alameda, Cal 

Ann Arbor, Mich 
Biddeford, Me 
Braddock, Pa 

Butler, Pa 
Cambridge, Ohio 
Carbondale, Pa 
Clinton, Mass...... 
Columbus, Ind... 
Coffeyville, Kans......... 
Concord, es 
Cumberland, Md...... 
Dunkirk, N. Y....... 
Galesburg, Ill. . 
Harrison, N. J 
Kearney, N. J...... 
La Fayette, Ind.... 
Marinette, Wis. 
Marlboro, Mass... 
Massillon, Ohio... . 
Medford, Mass 
Melrose, Mass. . 
Moline, 

Montclair, N. J 
Morristown, N. J 
Nanticoke, Pa... .. 
Newburyport, Mass 
North Adams, Mass 
Northampton Mass.. 
Palmer, Mass... . 
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AND MORTALITY- 


Contin 


Diph- 
heria. 
Total —_ 
deaths 
from 
all 
causes. 


_ 
CUKno TK ODOwe & Oe eS Se OD 


Se Bee | 


Measles. 


September 13, 1912 


~Continued. 


ued. 


Scarlet 
fever. 


Deaths. 


Tuber- 
culosis 


Deaths. 


— OD 
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MORBIDITY AND MORTALITY—Continued. 


Morbidity and mortality tables, for certain diseases, cities of the United States, for week 
ended August 24, 1912—Continued. 


: Ty- 

Diph- ; 
Popula- . th on Measles. J hoid 
tion, ever. 
United 
States 
census 

1910. 


Cities. 


Deaths. 


Cities having less than 25,000 
inhabitants—Contd. 

Plainfield, N. J...... 

Saratoga Springs, N. Y.....|... 

South Bethlehem, Pa.. 

Steelton, Pa.... 

Warren, Pa.. 

Wilkinsburg, Pa.. 

Woburn, Mass. . . 


STATISTICAL REPORTS OF MORBIDITY AND MORTALITY, STATES 
OF THE UNITED STATES (Untabulated). 

Iowa.—Month of June, 1912. Population, 2,224,771. Total num- 
ber of deaths from all causes 1,521, including diphtheria 3, scarlet 
fever 2, smallpox 1, tuberculosis 103, typhoid fever 13. 

Minnesora.—Month of May, 1912. Population, 2,075,708. Total 
number of deaths from all causes 1,769, including diphtheria 15, 
measles 1, scarlet fever 9, tuberculosis 242, typhoid fever 19. 

New Jersey.—Month ended August 10, 1912. Population, 
2,537,167. Total number of deaths from all causes 3,453, including 
diphtheria 37, measles 20, scarlet fever 16, tuberculosis 355, typhoid 
fever 19. 

OreEGon.—Month of April, 1912. Population 672,765. Total 
number of deaths from all causes 554, including diphtheria 1, scarlet 
fever 5, tuberculosis 58, typhoid fever 7. Cases reported: Diphtheria 
16, measles 49, scarlet fever 62, smallpox 40, tuberculosis 20, typhoid 
fever 12. 

Month of May, 1912. Total number of deaths from all causes 477, 
including diphtheria 4, measles 1, scarlet fever 2, tuberculosis 48, 
typhoid fever 4. Cases reported: Diphtheria 22, measles 55, scarlet 
fever 59, smallpox 79, tuberculosis 12, typhoid fever 12. 

Month of June, 1912. Total number of deaths from all causes 381, 
including tuberculosis 45, typhoid fever 5. Cases reported: Diph- 
theria 9, measles 28, scarlet fever 35, smallpox 60, tuberculosis 20, 
typhoid fever 17. 

Uran.—Month of July, 1912. Population 373,357. Total num- 
ber of deaths from all causes 232, including diphtheria 1, scarlet fever 
1, tuberculosis 6, typhoid fever 4. Cases reported: Diphtheria 14, 
measles 71, scarlet fever 40, smallpox 81, tuberculosis 3 (incomplete), 
typhoid fever 53. 





FOREIGN AND INSULAR. 


CHILE, 
Trachoma, 


Trachoma in a grave form is reported to be present in Chile and to 
be spreading. Many cases have been reported in Valparaiso, but the 
disease is most prevalent in localities where the hygienic conditions 
are defective and where the population in general is of the poorer 
class. The fact that there is no inspection of immigrants at Chilean 
y0rts indicates immigration from countries where the disease is 
scl to exist as the probable means of its introduction into Chile. 


CUBA, 
Habana—Inspection of Vessels Clearing “for United States. 
Acting Asst. Surg. Wilson reports as follows regarding the inspection 
at Habana of vessels clearing for United States ports: 


Week ended Aug. $1, 1912. 

Bills of health issued........ IID aL Usd NME eeu ons avbivesegndseboesdeeseesaes 

Vessels inspected and passed 

Members of crews of outgoing vessels inspected............ 

Passengers of outgoing vessels inspected 

Number of vessels certified as complying with paragraph 35, United States 
ESSELTE IESE TILL RD TEP oA 

st Ss nin ge halaman hele PROM 

Vessels fumigated by Cuban authorities under supervision of Public Health 
Service 

Bills of health issued with recommendation fumigation of vessel after arrival at 
the United States port 

Passengers individually certified 


Examination of Rats. 
During the week ended August 31, 1912, there were examined 868 
rats. No plague-infected rat was found. 
Transmissible Diseases. 
The following statement was issued by the Cuban sanitary depart- 
ment: 
JUNE-JULY, 1912. 
Month of June, 1912. Month of July, 1912. 


ee Under i Under 
— Deaths. treat- = Deaths treat- 
— ment. — ment. 


Tuberculosis. .. . . 


Measles... .. 

Varicella. . ; ae 
Tetanus in new born... .. 
Filariasis..:...... 
Dengue........ - 
Bubonic plague. .... 
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HAWATI. 


Examination of Rodents for Plague Infection. 


During the week ended August 3, 1912, there were examined at 
Hilo 548 rats and mongoose, and at Honokaa 1,431. During the 
week ended August 10, 1912, there were examined at Hilo 805 rats 
and mongoose, and at Honokaa 1,784. No plague infection was 
found. 

At Honolulu during the week ended August 3, 1912, there were 
examined 251 rats, and during the week ended August 10, 1912, there 
were examined 230 rats. No plague-infected rat was found. 

The last case of human plague occurred at Honokaa March 14, 1912. 
The last plague-infected rat was found between Honokaa and Kapu- 
lena April 24, 1912. 

ITALY. 


Examination of Emigrants. 
Surg. Geddings, at Naples, reports: 


Vessels inspected at Naples and Palermo week ended Aug. 17, 1912. 


NAPLES. 





Steerage Pieces of 
passengers | baggage | Pinos of 


Name of ship. Destination. inspected | inspected 
and | and disinfected. 


Philadelphia 


San Giorgio 
Venezia 





PALERMO. 


Ancona Philadelphia 
Ns Riis chasbdccccencnsasesuss New York 





PORTO RICO. 


Plague Situation. 


Two cases of plague were reported in the barrio La Perla, in the 
municipality of San Juan, September 6, and 1 case September 10. 
Passed Asst. Surg. Creel further reports as follows: 


Rats examined Aug. 24 to $1, 1912. 


Rats ex- Rats found | Rats found 


amined. infected. | suspicious. 


All Porto Rico 
San Juan municipality: 
San Juan 
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A summary of the plague situation to August 31, including human 
and rodent cases reported or discovered, was as follows: Rats ex- 
amined, 12,223; rats found infected, 60; human cases, 50; deaths, 31. 


Inspections made Aug, 24 to 81, 1912, inclusive. 


Buildings inspected 

Cars inspecte 

Packages of freight fumigated 

Packages of freight repacked 

es i nincicinsit ined cantugstaseebeacecees<oeeén 9, 769 
Oxcarts and wagons carrying outgoing overland freight inspected 404 
SEES cncandndenedpetes ck eee enhicendeevenebesss conseecedesess 7, 220 
Packages repacked 323 
Se NE Oe PINNED SUNIGONNE. 5 vc cccscevecccesesseccccsccecencsceces 7,543 
is cc ce gaedkieddwedeabeetne cckescesesetenctoses 499 
Express packages repacked 

Rats found in freight and express packages inspected. ...............--....- 





September 13, 1912 


‘on 
“Ujols Yor] 


od 
‘od 
‘od 


od 
‘jeurnzuy 
“Ul013 joy 


“‘pojeys JON 
od 
‘od 
‘od 


“M1013 Yo] 


‘M013 JYSIY 


“M1013 {Joy 
‘od 


‘od 


"m013 FOSIY 


od 


“WOI3 YO] 


“BITIXB JOT 
“Ul0I3 Yo] 


“poaloaut 





ON 





*£sdoio 


&% ou parq 


= oune ped 
£Z euNnys ped 


2 ouns ped 


Ig oun ped 


--|""¢z oun porq 
“**|"-¢z ouns pad 


“2, oung paq 


“gt ouns por 


“pl oun pod 


“eT oun pod 


*9SBO JO 
UOT}VUTULIO |, 


ea 


[Bo[ZO[OLoOVg 
[BOlUITD | 


* *[BOISOIOLI0}: oeg 
[BOTW], | 


so irs | 


** [Be ananete 


[eorUyTD 


“op: 
[BoLZO[OLIoJOVg 


*stsousviq 


**ormoqng 


ojuoqng 


* o1uowmneug 


ormoqng 
“o1WOUL 


| -noad pue 


9vIuogqng 
**ormoqng 


‘asvesIp 
jo ody, 


8% ouns 
I Arne 


1Z eung 
¢z ouns 


**-0p- 
Iz eunge 


0g suns 
9[ ouns 
oz ounsr 
9I ouns 


LI oung 


-* =p" 


6I ouns 
LT oune 


ST ouns 
LI oung 


ST oung 


ot oung 


It oung 
gt oun 
OL oung 
ZI oung 


gt oung 
Il oung 


*ssouyy! 





“ued [ey 
-u0jog UBOLOUTYy 


nd 
}UPTATIIDIV 
“““syo0p of} UO 

‘OD ¥Y WIS 
‘A9[00q 10g 


“guloYy WMO Joy Uy 
“yvop 

oruojUy uBg iV 
“Ayqyrus 

S®[[t110d Uy 

“9uloYy WMO Joy UY 

“"* syoop oy} UO 


"8, UBIqo) “IS TV 


““S,UBIqoD “IS IV 
“u0sBM 
ssoidxe wuoO 


SYOOp oy} UC 
*y00L1S 

uBijseqoeg ug 

““""syoop oy} UO 


*posojduia 
@1IYM BIJ 


ylojo YuB_ 
Jo{[9S UTBAID-VO] 


*10499[[00 oFBqIBS) 


-Sapes 


Sujoavsy, 

“puey aquig 
“**"ssal}SUIBEg 
orsoulog 


*" oTUBYDOT 
YyWsyowl 


“* UVUIOMYSE AA 
aoa Ia0ge’] 


“"quBAlJeg |* 


* WeUTyIED 
-vofold 


“W198 esnoYyoITA 


wood | 


qoI0qe’y 


‘uonednng =| 
| 
| 


****-@p° 


ee) 3 | 


* geuley 


"ON 


a[vule 


0 
"Ott 


"xag 


“““FgT doyg 
qoal}g OABIOA 
“SE ON 300149 
unsnzny usg 
“youl g UBIY 
-seqeguesg 


“""§% doig 
““¢ dog 


fer doig 
$¢ doig 
"ST dois 


RSI] ByURUT 
“yools 
oulIpuy Bled 


"§ dois 


esine Thweuy 
“TEL 
‘ON 100019 
uljsnsny ueg 
2 ‘ON 
esi] BUY a] 


op:** 
"9 doig 


‘ssorppe 


490138 


“"SLIOLL, Op Vieng 


“uBng uNg 


BLIIA |, Op Vion 
“@oIN UBS 
“BLIOL,L OP BLN 
“"" *OMNYUBS 
"9p" 


“"BIIOL], Op Beng 
““uens ues 

"BLL, op Blseng 
“wens UBg 

* goinjueg 


“"RIJOLL, OP Blond 
"mene UBg 


"BlIOL], op Beng 
uens ueg 


seeeeecerees peers: 


"Blo y, op Biseng 


*goual 
-1Nd90 JO BVI J 


*SIGI ‘Te AINE 0} FT CUNL MOI OOFY 0110g Uy PoWIOdeY oNnF¥I[g JO sesvy ou} ZulprvsZoy uoMvurso0jsyuy poysieg 





September 13, 1912 


‘uene UBg 48 parNboe uopoosuy ¢g 


"$1 Arne pad 

8Z euns Pelqd 
“" gt Ane pod 
"ez uns pod 


"2% ounsf pod 
"o¢ Ame pordt 


“[eurnsuy “**"ormoqng 
***S9x jittesessopresse aw Sew 


“Ul0I3 YJOTT_ |" “SOX |******** Op™*** "|" "[RoTZ0JOIZajONq «~~ ***** “Op* 


+s 898=-Op 


_ 
“sulol3 TOG 


“oz Ane pad 
II Alng porq 


coerce s -TBOTTID 

“"poqeys JONT 
a 

*[el0UIO,T 


op***** **[BorZojopIojoeg 


steeeseeeergn: 
‘od 


“uyors 3q4IY I----on “*"g Arne porqy |***"**** * peorayTD 


*poieys JON | 


Inseereeeieene Se pod 


sz Ane 
c@ Ayne 


“Opts 


61 Aine 


or Arne 


ar Aine 


eeccccceces [oceccocreceseveversclocooons ssoaysureeg 


z Ane 


“**"*S¥90p OY} UO 


“TUTY WILMA poulool pu ‘T "ON OSBd 07 UISNOD B SBAA 1 


ou 
“IOTNIND », "YS et soedeineia 
ieee ----|--ggane ene 
a0 ogy Br 
"Oe 


e[vule J 
“OTe 


* aemleg 


*qeel}g JOQIY 
‘PP ON ON 
-snany ueg 
“61 ‘ON U1 
snany ues 
‘SON 300138 
saipuy ug 
‘qoal}g UN « 
-sn3ny uegt)- 
“pools 
euole01eg 
joalys un 
Snany ueg 
‘PON Joor}s§ 
saipuy uBg 
“qoalig 
uenr ueg 
‘qoaNg UN 
snany ug 


* g[euley 
A 


"°° oTBUIET 





“B11 ] 


**" BUT]OIBD 


~of0lly 


“"BLI0L], Op Beng 


"Tene UBg 


*BLIOLL, Op ByeNg 


**gomnjueg 


“B1I9L], op BING 


-gomnjueg 


Pp BIEN 









September 13, 1912 1542 






CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX, 


Reports Received During Week Ended Sept. 13, 1912. 






I’ a233 tables include cases and deaths recorded in reports received by the Surgeon General, Public Health 
Service, from American consuls through the Department of State and from other sources.] 


CHOLERA. 












Places. Date. Cases. | Deaths. Remarks. 





Dutch East Indies: 
Java— 











July 21-Aug. 3.... 






Aug. 29 still present. 















































ee June 1-30......... 
Russian Empire: | 
Vitebsk, government....... July 14-27 ....... __h See ere ee Substituted for report, p. 1502. 
Straits Settlements: | 
gs daxswesvetsroes July 14-20......... 14 13 
Turkey in Asia: 
Province— 
Adana— 
eres June 16-24........ 10 2 
Bw aketsncesens June 17-24........ | 6 3 
Aleppo— | 
SU  reerrre July 28-Aug. 1....| 7 6 
Alexandretta...... | July 23-Aug. 1.... 2 are 
ae July 14-Aug. 1.... 6 3 
(SREB June 23-Aug. 6...-| 20 21 
Delbeston.......... July 23-Aug. 1.... 9 eae 
Ss a ccheaneses July 6-12.......... | 2B 6 
Pi ntibecsneseéss July 14-22......... 7 4 
eee June 30-July 22...| 12 11 
SS July 14-Aug. 1....} 20 13 
eee July 14-22......... } 2 2 
BI ccicesesacs< June 15-July 13...|........ 10 Not previously reported. 
_. rere teres July 14-Aug. 1....| 46 16 
PLAGUE. 
China: 
BOs coccncéavwassnenesine Pe NR avnciccclicateensles ideinind 45 cases daily. Mainly among 
children. 
India: 
ee. Tree ibanne July 28-Aug. 3.... 11 12 
SE nasonsdcanaessiaen | June 1-30......... 76 73 | 
Pe  icictcitnnieewan ieee OS 0 eS 1 
San Juan........ imeaniniedtibiaen |. ee D iniasnosncs 
Straits Settlements: 
PTO. cccncessccsncowss | July 14-20......... 1 1 
SMALLPOX 
Algeria: 
Departments 
0 Se cok One BD. cn conn DEE 
CSMRGEED 2 cccccccccclocced eee TE locccccs eee 
SN i okece ie watanadedl Seiweakce ; OP Es catichicne 
Austria-Hungary: 
Galicia... mee ..--| Aug. 410..... | aoe 
China: 
Chungking. - sade June 16-July 27...)...... swe ..| Present. 
France: 
Sere: July 1-31....... — 1 
India: 
Bombay. .... jensen es July 28-Aug. 3.... 5 4 
Madras... — July 21-Aug. 3... 5 2 H 
Rangoon. re See June 1-30..... , 9 4 
Mexico: : 
eres eS eer eee 1 
Minatitlan... ASIN CO EE SE Ae ..| Still present. 
San Luis Potosi............| Jume 9-22. 2 1 7 
Tehuantepec. ....... (at EE aan ‘ nanidhnnes eye Do. ‘ 
Russia: 
St. Petersburg. ..... «cavewet BR Os does , 6 3 
Warsaw.... "-+------| May 26-June 22... 14 7 : 
South Africa: 
a a RS a 1 
Straits Settlements: 
Singapore. . DE ctcaden  —Bscesaxwes 








1 From the Verdffentlichungen des Kaiserlichen Gesundheitsamtes, Aug. 21, 1912. 
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CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX—Continued. 


Reports Received from June 29 to Sept. 6, 


[For re 
In accor 
begun. | 


Places. 


Austria-Hungary: 
Hungary— 

Csongrad, 

Mindszent. 


Dutch East Indies: 
Java— 


EE 


Sumatra— 


Bovenlandes, province. 
Tapanoeli, province. 


India: 


6 iccedcaseonanes 
SS j 
ientkncouninmarndtes 


eee 


&-; Maulmain...............-. 
atcnseaunneonnna 


Indo-China: 


oe baddncseuacnsgunaua 


Bardinie— 
Cagliari... 
Japan: 
Formosa. . 


Kelung..... ‘ 
Miyako Islands. .... 
Russian Empire: 
Astrakhan.........-. 
Vitebsk... ... 
Vitebsk. 


Siam: 
Bangkok........ 

Straits Settlements: 
Singapore.... 

Turkey in Asia: 
Beirut... .. 
Damascus... 


ee 
Provinces— 
Adana— 
Adana. . . 

Ak Keupru... 

Ayas.. os 
aaa : 

Djihan 


Dorach Bac she... 
Oula Kichla..... > 


A anes 


Gisser . 
Harem 
Hersem. . 
Idlib... ; 
Keudige.. ... 


district 


Date. 


| July Ne 


June 27-July 4.... 


May 5-June 25.... 
May 19-July 27.... 
May 5-July 13..... 


May 19-July 20.... 


May 5-June 25..... 
Apr. 1-May 31..... 


May 14-July 29 


Aug. 14-27 


June 27.. 
RE 
June 11-July 27... 
July 14-27. 
July 7-27.. 


Apr. 21-July 15....|.... 


May 12-July 13... 


July ‘18-23. 
July 3l-Aug. 3.... 


May 14-June 15.... 
Apr. 8-s une 13..... 
June 11-15... .. . 
May 28-June 15... . 


May 28-July 6... 
May 28- June 15... . 
May 28-June 17.. 


May 19-July 27. . 
May 28-June 15. 
July 1-6. é 


July 7-13 

June 23- July 14. 
July 1-6. 
June 23-29 .. 





Cases. 


~~ 


_ 
Ole = OS bo 


te 
— 


Sel Be Mal | 


CO et tee 


wm Or bo Oe 


Deaths. 


(gf ee een eae 


1 PWG Co 


— 
aoe 


rts received from Dec. 30, 1911, to June 28, 1912,see PuBLIC HEALTH REPORTS for June 2 


September 13, 1912 


1912. 


8, 1912 
ance with custom, the tables of epidemic diseases are terminated semiannually and new tables: 


CHOLERA. 


Remarks. 


In the port. 


June 1-20, present in vicinity. 


Present. The seaport of the 
island of Hainan. 

Among Europeans June 1-22 spo- 
radic cases occurring in the 
port. 

Present. 

Do. 
Do. 

Apr. 21-27, 87 deaths. Received 
out of date. 

Madras Presidency, May 1-June 


30: Cases, 


15,558; deaths, 9,104. 


Total June 16-July 20: 48 cases, 
26 deaths. 
Epidemic. 


July 29: 


Present. 


2 cases, 1 death. 


Present in vicinity. 
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Cases. 





Places. 





Turkey in Asia—Continued. 





Provinces—Continued. 
a. ee 
i teceskchanv June 16-July 13.... 14 
ee June 15-July 13.... 1 






gS eee 





do 
DN cies cktesereunes June 9-July 28..... 
LAR ER SER EEE 5 GRR Ser 
















Brazil: 
NR. oc ccnnecsscccescess June 2-Aug. 3..... 3 
PEOND. canseccvescces Apr. 16-May 31...|........ 






ile: 
BONO GES . cc cccsccccccss ee 







_ REE arene May 1-June 17.... 502 
Colombia: 

Barranquilla.............«- Se Peer 
Ecuador: 





June 1-15......... 





“as. 
May 16-June 30. . . 
May 1-June 30. ... 
May 16-June 30... 















Frontera................--- Aug. 31-Sept. 5... 2 
icckixkesisecsneacwun July 14-25......... 2 
San Juan Bautista......... June 23-Aug. 17... 27 
’ 
Peru 
‘Tquitos Sy ere ee Pe. BOR Bh nccclescaness 
ind. cteeeenpanedesud PE Pe igdtecavdcicaseunne 
Venezuela: 
Ss esicvdencndinaaeneee May 1-July 31.....|........ 














Ree 
June 17-Aug. 17... 





PLAGUE, 





Algeria: 
dic naekandennenaun | ER Scere n 
Fae Sn c-cdeneseanced Ol Psaaecavestesedensn 












A ustria- Hungary: 
, eee ae July 14-25......... 2 






B razil: 





bs tassallas Geant pial June 23-29........ 






Chile: 
BN, cnc ccccesscseesvecs May 26-July 20.... 






CITLOLERA—Continued. 





CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX—Continued. 


Reports Received from June 29 to Sept. 6, 1912. 


Deaths. 














Remarks. 





Total Jan. 28-June 17: Cases 
1,072; deaths, including 
report, p. 1058, Pt. 


From up Magdalena River. 








Aug. 19, 2 cases on the Swedish 
schooner Valkyrien. 

From Motul, 29 miles distant. 

Total May 4—Aug. 17: Cases, 49; 
deaths 21, including previous 
reports 


Endemic. Year 1908, deaths, 11; 
1910, 1; 1911, 76. 


July 22, 3 cases from El Valle; 1 
case from Villa de Cura, about 
29 miles distant; and to July 
31, 2 other cases. 

Present. 


Endemic. July 20, present. 










In Hospital E} Kettar, in vicinity. 
Pneumonic. 

4 miles form Algiers. Pneu- 

monic. 


From s. s. India. 


In isolation hospital from steam- 
ship Amphitrite from Mersina 
via Port Said and Alexandria. 
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CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX—Continued. 
Reports Received from June 29 to Sept. 6, 1912. 


PLAGUE—Continued. 
Cases Deaths. Remarks. 


May 18-June 15, present in the 
magistracies of Fungshun, Ca- 
yung, and Puning. 

May 20-June 1.... ; Present May 18-June 29 in Amoy 
and vicinity. July 14-20, & 
deaths daily. 

June 2-July 6. 

May 18-June 29 Present. 

May 18-July 7 Do. 

June 2-8..... 2 deaths on s. s. Cheongsh ing’ be- 

tween Tientsin and Taku. 

Present. 100 miles inland from 

Amoy, and prevalent in the 
surrounding country. 


July 6. 


Hongkong May 12-July 20.... 

Packhoi fs ae Seen 

Tientsin June 2-8 From s. s. Cheongshing from 
Hongkong. 

On the island of Hainan, 10 to, 20 


Wenchang 
cases daily. 


Cuba: 
ed ine cy 


Dutch East Indies...... a May 12-June 29: Cases, 65; 


deaths, 506; in the eastern part. 
Java— 
Provinces— 
Kediri 


> 


rotal, June 1-July 2: Cases, 748; 
deaths, 389, including report, 
1059, Pt. I. 
Alexandria. .... . 
Port Said May 29-Aug. 4.... 


5-July 28. 


we y 30-July 28.... 
Charkieh SE Teens 
Fayoum r. 28-Aug. 1.. 
Gelioubeh = . 23-Aug. 1.. 
Girgeh -.-.-- May 26-Aug. 6.... 
Minieh. .---- May 27-July 30 
Great Britain: 
Liverpool --| July 26.. 
India: 
Bombay aa ..-| May 19-July 27.... 
Calcutta ccnel UE Eiactbtnadeas 
Apr. 1-June 24.... 
Apr. 1-May 31..... 
Apr. 21-June 29.. 
Sind. 
Madras Presidency. . , 
eee = 
Bihar and Orissa. . oe 
United Provinces. .........'..... 
EES BEES 


Mysore State 
Hyderabad State..... 
Central India ee 
Rajputana and Ajmere | Apr. 21-June 29... 
Merwara. 
Kashmir Total for India, Apr. 21-June 29: 
Cases, 33,283; deaths, 28,491, 
Indo-China: 
Saigon _" - .---| May 14-July 29.... 
Japan: 
SR ee acianenicn’ Apr. 22-July 13.... 87 69 
Mauritius . . Apr. 7-June 23.... 25 4 
ersia: 
Bushir May 12-June 15... 116 Total Feb. 4—June 15: Cases, 1,045; 
deaths, 719, including report 
p. 1060, Pt. I. June 1-7, on the 
route to Shiras, 4 fatal cases. 


120 
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CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX—Continued. 





Reports Received from June 29 to Sept. 6, 1912. 






PLAGU E—Continued. 












Places. Date. Cases. | Deaths Remarks. 









Philippine Islands: 














































i catntnaak abana 8} See 1 1 
Eee eee June 14-29........ 2 2 
Mariveles quarantine sta- Apr. 30-May7.... | 1 | Froms.s. Taisang from Amoy. 
tion. 
I cei cvcnegedsGdidanslicaiebnatiaitasenttabaadupnas Seeks Total June 14-Sept. 5: Cases, 53; 
deaths, 30. 
DR chekersckeankanseent yee 1 |..........| On the schooner Guillermito 
from San Juan. 
re ere June 25-July 19... 2 2 
TEE ERLE TREES be Gawicicwn ds 1 l 
i cnievenvsdeathins cule rere 1 1 
i onda aia June 21-Sept. 4 23 | 17 | Total June 14-Sept. 4: Cases, 35; 
deaths, 17. 
EE Pee ree June 22-Aug. 5.... 13 | 3 
Russian Empire: 
Districts— 
Libistchensky— | 
Balaptubek ........ May 15-June 2.... 2 2 | 
0 eee ee | ee 5 | 2 | 
Disatatenadens June 3-16..... 8 | 10 | 
Kudeymula........ May 27-June 16 ) 5 | 
Ural— | 
Tschelirtinsky..... May 20-June 16... 13 ll 
Siam: | 
 cicnsdenerwnenhains Apr. 21-July 13....|........ 2 
South Africa: 
ar ontikcbunenasie hens ntcdeetedtecsoswengetientesntubostdeenes | Jan. 14-June 21: Cases, 32; deaths, 
; a petacing report, p. 1060, 
Pt. L. 
Straits Settlements: 
Kwala Lampour..........- i Ttttnnscwes 3 1 
rere . May 5-June 29.... 16 10 | 
Turkey in Asia: 
Pt ttiaectkdvaensenalnne May 28-June 13... l 1 | July 4, present. 
eer si atlecg stent  ) a l 1 | 
ee i eee | eee | 
West Indies: 
EST EE a eee eee. SMe Ree Renee | Total Apr. 1-June 13: Cases, 11; 
| deaths, 7, including report, p. 
1060, Pt. 1; 3 of these cases were 
| in Tunapuna, 
EE ee ee gf eee | ase | 
Venezuela: - 
DL. sasnaesdouconensae June 1-July 22.... 4 4 
Bint tavececsaceescnasisnecs July 15-20......... 0 ere Ons. s. Ezan Maru en route from 
Miike, Japan, to Hongkong. 
| 
SMALLPOX. 
; - 
Algeria: | 
Departments— 
 xdagsccded cadens Jan. 1-May 31..... ee 
Constantine............ as er | Geer 
eer May 1-3l.......... | ee 
Arabia: 
niecis es enensevsceenex pn Re eT 1 
Australia: 
Fremantle quanantine sta- Apr. 19.........-... Dene From s. s. Malwa from London 
tion. via Colombo. 
PR a cacdknseedéxeen BN Mi cockpswaccstneineestinenaenaws 1 case on s. s. Yawata Maru from 
| Japan. 
Austria-Hungary: | 
| EE ...-| May 12-July 27... Oe Riis nensews 
EE tehaceieinwasean-sined May 12-Aug.3.... SP 
ab akhininaadaweanaein July 14-Aug. 3.... 5 a 
Brazil: 
Pernambuco.............-. | Apr. 16-May 31....'... 93 
Rio de Janeiro..............| May 19-July 27.... 16 6 
British East Africa: 
i dinedtededs-anns ie May 1-June 30..... 7 
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CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX—Continued. 








September 13, 1912 


Reports Received from June 29 to Sept. 6, 1912. 


Places. 


Canada: 


Provinces— 


British Columbia— 
Vancouver. .... 

Nova Scotia— 
Halifax........ 


Ontario— 


Ottawsa....... 
Windsor... . 


Quebec— 
Montre 
Quebec 


Chile: 


Coquimbo..... 
La Serena. . ... 


China: 


Egypt: 


CC ee 
Chungking. .. 
ers 


Hongkong..... 


Nanking. .. 
Shanghai... . 
Tientsin..... 


Se isiaseesss 
Port Said. .... 


France: 


Nantes. . 
Paris... . 


Germany..... 
Great Britain: 


Bristol. 
Liverpool. . 


Hawaii: 
Honolulu........ 
OS ca aseuas 


al. 


La Pimienta. .. 


Bombay ss 
Calcutta... .. 


Karachi....... 


ae 


Maulmain. .... 
Rangoon. 


Indo-China: 


Ita! 


Saigon. ... 


y: 
Leghorn. ..... 
Messina... .. 

Naples. .... : 
Palermo... ... 


Mexico: 
Aguascalientes . . . 


Chihuahua. . 


Durango....... 


Frontera. . 


Guadalajara. . . 


Guaymas...... 


Juarez..... 
Mazatilan...... 


Sear 
Puerto Mexico. 
Salina Cruz.... 





SMALLPOX—Continued. 


Date. 


July 14-20. 
July 7-13... 


June 9-15.... 
June 12-22..... 


June 16—-Aug. 17. 
July 28-Aug. 24... 


May 26-Aug. 3.... 
Nov. 30-May 7.. 


Cases. 


May 21-Jume 8.....'...... 


May 5-June 15..... 
June 23-July 13.... 
May 12-July 20.. 
May 19-July 20.. 
May 28-July 28... 
June 2-8..... 


May 14-July 8.... 
May 14-27. 


June 17-July 6..... 
June 2-Aug. 3. 


June 22-Aug. 3. 
June 2-8..... F 


July 9-13. . 
July 19-31 


May 19-July 27.. 
May 5-July 6.... 
May 19-July 13.. 


May 19-July 20....| 


Jan. 1-May 4..... 


Apr. I1-May 31..... ts 


May 14-22. 


June 9-July 6..... 
July 1-31.... ‘ 
June 2-Aug. 10.... 
May 26-Aug. 10... 
Mar. 31-Apr. 6... 
June 3-9........ 


June 3-23. 


May 12-July 14... 
BBS.. FSS. so cccass 


June 9Aug. 18.. 
Mar. 11-July 14.... 
June 1-30...... 
July 7-11.. *: 
June 9Aug. 3. 


July 14-20. . nae | 


June 19-July 16...) 


 ") 
May 19-July 27.... 
July 11-29. . 


June 20-Nuly 17. ..! 





Deat 


hs. 


40 


mone 


13 
70 


ll 
39 
1 


3 


Remarks. 


Mar. 1-May 1—30 cases. 


Present in vicinity. 
Present. 


Do. 


Deaths among natives. 





Total June 2-Aug. 10: 31 cases. 


Present in vicinity of the termi- 
Honduras 


nus and along the 

National Railway. 
Present. 
Do. 
Do. 
Do. 


Apr. 21-27, 2 cases. 


June 4-17, still epidemic, but de- 


creasing. 


Present in small towns in vicin- 


ity. 


Total Jan. 1-June 30: 


Deaths 


29. 
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CHOLERA, YELLOW FEVER, PLAGUE, AND SMALLPOX—Continued. 





Reports Received from June 29 to Sept. 6, 1912. 





Continued. 





SMALLPOX- 







Places. Date. Cases Deaths. Remarks. 






Mexico—Continued. 



















































San Geronimo..........-- BE. Be ccas stinbowe 

San Luis Potosi.. : Apr. 7-June 8... } 

Tehuantepec. ...........- _ &, eee : Do 
Newfoundland: 

ey POE a cece ; July 14-Aug. 7... 7 
Peru: 

eee saaeleoenaaes May 19-June 29... Do 
Portugal: 

Lisbon. May 27-Aug. 10.. 35 
Russia: 

| I TE ee ee .. May 14-Aug. 4.... l 1 

_ ae ; ee 2 

Moscow .. .. ES ‘ 19 3 

Odessa. eee. fs lg ee 13 

Reval.... i dante June 1-30..... l 

= ecccce| SUMO O-20....- ; 8 May 1-31, 2 deaths. 

St. Petersburg............. May 27-Aug. 3.... 67 20 

Er yeuscnuee Apr. 21-May 25... 28 12 
Siam: 

Bangkok..........- .. Apr. 21-July 13... .. 72 
Siberia: 

Viadivostok....... — May 17-23........ l 
South Africa: 

Ro ccccccvcscsscsonss Apr. 28-June 29... 21 3 
Spain 

eee a June 1-July 31........-. 6 

Barcelona : ba .. July 1-Aug. 9..... : 3 

Cadiz..... : ... May 1-July 31... 

Madrid...... ers .---| July 1-31.. 

Malaga RSE 

Seville... —— . June 1-July 31.... ... 

Valencia. .. ae . June 2-July 27.... 86 $ 
Straits Settlements............ July 14-20 2 2 

Penang... . ; , June 23-July 20... 4 I 

Singapore... ‘ siahe May 5-July 13.... } 
Switzerland: 

Berne. ... vctvekescbackond Me enon 2 

0 degen Gaiienene l 

ON See Ue eee ] 

Neuchatel........... es Fret: a ] 
Turkey in Asia: 

Beirut..... iacedigcibiginhaaineers May 26-Aug. 10... 125 

Dardanelles........-. ...--. June 23-July 20... ; 7 
Turkey in Europe: 

Constantinople......... ; May 27-Aug. 18... ..... ‘ 133 
ae 

BEOMNOVEIED. ccccccccessess May 1-31... , l 
Venezuela: 


PR ccnsckcacecestun |” ere l 














Cities, 


Aguascalientes 
I 


RS 
eee 


(SSS 

EEA 
Suns Gdurnithalahia 

Belfast 

eee 


Brunswick.......... 
Brussels.... 

ars 
Chemnitz Seuidaiae 
SER 
Coburg. . : Soak 
ae om 
0 ee 

See 
Constantinople. ....... 
Copenhagen........... 
STE 7 
Dundee... 
Durban. : 
Edinburgh... 


alee 7 


Leghorn 
| | eee eee 
Konigsberg........ 


| RS 


Moscow ..... 


Nagoya. .... naa 
Neweastle-on-7 yne.... 
Nottingham 


Penang....... 





Week 
ended— 
Aug. 25 
Sept 1 
Aug. 10 
Aug. 3 
Aug. 24 
Aug. 17 
Aug. 10 
Aug. 17 
July 27 
Aug. 17 
Se 
Aug. 24 
Aug. 17 
Aug. 27 
July 25 
Aug. 10 
\u 24 
Au 3 
Aug. 17 
Au 10 
Aug. 24 
Au 17 
Aug. 10 
Aug. 17 
: 
Aug. 24 
Aug. 17 
ae 
July 20 
July 27 
Aug. 18 
Aug. 17 
.do : 
\ug. 24 
July 27 
Aug. 17 


Estimated 
population. 


c 


40, 000 


to bo 








610, 000 


430.010 
269, 193 
262, 563 
575, 000 
2, 888, 110 
102, 167 
37, 692 
225, 817 


1 See p. 1108, 
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Deaths from— 


Total 
deaths ' , 
from 4 & 
all 6 - S 
sauses, 3 b a = 5 
= = - = = 
eihliom ao 
43 1 l 
52 7 ee Pe 
53 3 
Diniticamiiaiin’ 6 
99 a Resecleos 
113 | See 
95 3 
OS 5 
23 D Demtie 
72 10 
194 $1 ] 
193 2 l 
83 PZ 
9 17 
$92 63 
517 67 
ISS 12 
S30 58 | 12 | 57 } 
74 10 
170 
SO 7 
4 
168 10 
1609 27 
70 8 
f 6 
8 
164 18 
133 l 
132 19 
231 10 18 
93 16 
113 13 
60 { 
i : l 
73 9 
> 9 
»» 
— 2 oe oe no 
oo 9 
80 
le a 
24 l 
be ted ; 
80 6 
114 9 
159 _ J, == 
221 17 
35 35 ° “*#* 
Te kcxendledea l l 
406 |... ] l 
155 16 
it} 4 
913 62 
992 09 
153 20 
158 23 
156 
67 5 
46 l 
246 22 
189 ) 
680 178 
71 16 
21 2 
55 ll 
47 7 


Received out of date. 


['yphus fever. 


September 


Ty } hoid fever. 


tote 


“hoe 


Scarlet fever. 


Diphtheria. 


13, 


Measles, 


-oee 







1912 






















Whooping cough. | 


t 
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MORTALITY—Continued. 






Weekly mortality table, foreign and insular cities—Continued. 









Deaths from— 








| 
Total 
Cities Week Estimated —_ } | 
= ended— population. | | 
all | | 
causes, 


Tuberculosis. 
Typhus fever. 

| Typhoid fever. 
Scarlet fever. 
Diphtheria, 
Whooping cough. | 





Plague. 
Cholera. 
Smallpox. 
Measles, 








Yellow fever. 













Rangoon July 20 293, 316 236 fe 22 gS eee ey See oe 
0 ; eg ee 233 16 | 38 l Hf ARE ARS : 
Rotterdam. . Aug. 7 441, 338 4 PES Se Sears Paes Ce Ee Se 
Saigon... .. July 22 250, 000 a SE GAS Oe Kee ee 
Do ge 8 Se Cet eee lasek ae aS reer, ma Se See ee Sea 
St. Petersburg. . . . Aug. 10 1, 962, 700 = Ti | Saat Reex ae ee 7 i. | 
San Luis Potosi.......| June 15 82, 946 52  ) a ee coe 1 1 
0... ; SS:  ¢ 7 eee 64 D Litntivtidhisdsvcesiniwet & fostskendelaeeie 
a F Aug. 10 455, 000 101 _ ip eS Pe ee See meee S icaneh OB aoabeden 
Do.. ‘ Bee fear 97 RSME AS Cee ee See [ee ee Ber See 







Singapore.... .-| July : 303, 32! Be Senuse 


Southampton. eet | > 20, 896 : fe ete lage Reig lee ieee 
Stoke on Trent.. J ae 237,153 7  ) Se ee Se ee, ee 4 ee 



























Swansea......... AEE RES Re Hey teel SS See Cee rane Se 
Do ‘ i ee : 36 Geel Bite See ee Se ee es ee eee 
Tarragona... a 23, 150 Sf Se ES Se hee eee See RS EP Sa LOR 
Valencia. . .. Aug. 10 235, 000 63 |) ae Re Fe ae 3 ae Sa se 
Do =f) See 73 3 |. 5 ‘ 
Do & 7 Ser 66 ps 2 ce Se Se 
Vienna... . Aug. 10 2, 081,335 503 - i SRM Bees fe SF | 2 2 
. SS Aug. 3 41,500 17 0 RE COAT Se ee ee eS | i awsebeee 
Vladivostok... . June 13 20, 299 21 DB Biicntts cacivanebiakihens< |? Se ae * 
Warsaw...... June 1 821, 369 250 | 44 2 3; 6132 
a sea ie OR: & eee eee 251 {ee Sse Pe | oe ee 
Do.. ‘ ye | eer i 263 fe Se ee 2 1 4/| 3 2 
ae Sf eee 264 ae Beets palohdcel 2 |.. 2 ® ives 2 
West Hartlepool. Aug. 10 63, 932 _ 2) Te Oe Wee Be See NSE Seat Ne lg Spee Pee 
Winnipeg . .| Aug. 17 166, 553 48 D ieccelunteleccvieseee os B hsicdiespebnecsivace 
Yarmouth... ... July 20 APRA A Oe Aes Ee ee eee ee BE BD ksccaleses 
Yokohama ...| Aug. 5 444,039 |....... digushavcdieckebihaviessawnenotcanal I teesslanseieute 









MORTALITY—FOREIGN AND INSULAR—COUNTRIES AND CITIES 
(Untabulated). 










Brazit—Pernambuco.—Two weeks ended May 31, 1912. Popula- 
tion, 225,000. Total number of deaths from all causes 354, including 


aa 






smallpox 20, yellow fever 2. 

British Burma—Rangoon.—Month of June, 1912. Population, 
293,316. Total number of deaths from all causes 856, including 
cholera 17, plague 73, smallpox 4. tuberculosis 33. 

FranceE— Marseille —-Month of July, 1912. Population, 550,619. 
Total number of deaths from all causes 860, including diphtheria 4, 
measles 6, smallpox 1, tuberculosis 142, typhoid fever 19. 

Roubaiz.—Month of July, 1912. Population, 122,723. Total num- 
ber of deaths from all causes 157, including diphtheria 1, scarlet fever 1, 
tuberculosis 25, typhoid fever 2. 

Great Britain.——Week ended August 3, 1912. 












September 13, 1912 


England and Wales.—The deaths registered in 95 great towns of 
England and Wales correspond to an annual rate of 11 per 1,000 of the 
population, which is estimated at 17,639,881. 

Ireland.—The deaths registered in 21 principal town districts cor- 
respond to an annual rate of 16.4 per 1,000 of the population, which 
is estimated at 1,157,014. The lowest rate was recorded at Kil- 
kenny, viz, 5, and the highest at Ballymena, viz, 32.1, per 1,000. 

Scotland.—The deaths registered in 18 principal towns corre- 
spond to an annual rate of 13.4 per 1,000 of the population, which is 
estimated at 2,182,400. The lowest rate was recorded at Motherwell, 
viz, 2.5, and the highest at Greenock viz, 19.2, per 1,000. The total 
number of deaths from all causes was 560, including diphtheria 5, 
measles 8, scarlet fever 2. 

Iraty—Genoa.—Two weeks ended July 31, 1912. Population 
283,266. Total number of deaths from all causes 174, including 
diphtheria 1, tuberculosis 10, typhoid fever 3. 

Two weeks ended August 15, 1912. Total number of deaths from 
all causes 151, including diphtheria 3, tuberculosis 33, typhoid 
fever 3. 

Mattra.—Month of July, 1912. Population 212,332. Total num- 
ber of deaths from all causes 445, including tuberculosis 17. 

Sparn—Almeria.—Month of July, 1912. Population 53,000. 
Total number of deaths from all causes 87, including measles 1, 
smallpox 3, tuberculosis 6, typhus fever 5. 


Malaga.—Month of June, 1912. Population 132,000. Total 
number of deaths from all causes 314, including diphtheria 6, measles 
10, scarlet fever 1, smallpox 3, tuberculosis 16, typhoid fever 3. 

By authority of the Secretary of the Treasury: 

Rupert Bue, 
Surgeon General, 
United States Public Health Service. 








DDITIONAL COPIES of this publication 
may be procured from the SUPERINTEND- 

ENT OF DocuMENTs, Government Printing 
Office, Washington, D.C., at 5 cents per copy. 


Subscription price, pervolume - - - - 








